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ಉತ್ತರಿಸಬೇಕಾದ ದಿನಾಂಕ 
ಉತ್ತರಿಸಬೇಕಾದ ಸಚಿವರು 


ಕರ್ನಾಟಕ ವಿಧಾನ ಪರಿಷತ್ತು 


ಗುರುತಿಲ್ಲದ ಪ್ರಶ್ನೆ ಸ೦ಖ್ಯೆ 
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ಚುನಾಯಿತರಾದವರು) 


20.09.2021 
ಆರೋಗ್ಯ ಮತ್ತು ಕುಟುಂಬ ಕಲ್ಯಾಣ ಹಾಗೂ ವೈದ್ಯಕೀಯ 


ಶಿಕಣ ಸಚಿವರು 


ಪ್ರ.ಸಂ 


ಪ್ರಶ್ನೆ 


ಉತ್ತರ 


ಅ) 


| ನಡೆಸಲ್ಪಡುತ್ತಿರುವ 


ರಾಜ್ಯದಲ್ಲಿ ಜನೌಷಧಿ ಕೇಂದ್ರವನ್ನು 
ಪ್ರಾರಂಭಿಸಲು ಇರುವ ಮಾರ್ಗಸೂಚಿ 
ಯಾವುದು; ಪ್ರಸ್ತುತ ರಾಜ್ಯದಲ್ಲಿರುವ 
ಜನೌಷಧ ಕೇಂದ್ರಗಳ ಸಂಖ್ಯೆ ಎಷ್ಟು; 
(ಜಿಲ್ಲಾವಾರು, ತಾಲ್ಲೂಕುವಾರು ವಿವರ 
ನೀಡುವುದು; ಇವರುಗಳಲ್ಲಿ ' ಸಂಘ 
ಸಂಸ್ಥೆಗಳಿಂದ ಸಹಕಾರ ಸಂಘಗಳಿಂದ 
ಜನೌಷಧಿ 
ಕೇಂದ್ರಗಳ ಸಂಖ್ಯೆ ಎಷ್ಟು; ಇವುಗಳಲ್ಲಿ 
ಲಾಭದಲ್ಲಿರುವ ಮತ್ತು ನಷ್ಟದಲ್ಲಿರುವ 
ಜನೌಷಧಿಕೆಂದ್ರಗಳ ಸಂಖ್ಯೆ ಎಷ್ಟು: 
(ಜಿಲ್ಲಾವಾರು, ತಾಲ್ಲೂಕುವಾರು ವಿವರ 
ನೀಡುವುದು) 


ರಾಜ್ಯದಲ್ಲಿ ಜನೌಷಧಿ ಕೇಂದ್ರವನ್ನು ಪ್ರಾರಂಭಿಸಲು 
Bureau of Pharma Public Sector Units of India (BPP) 
ರವರು ವಿಧಿಸಿರುವ ಮಾನದಂಡಗಳಡಿಯಲ್ಲಿ 
ನಿಗದಿಪಡಿಸಿರುವ ಮಾರ್ಗಸೂಚಿ ವಿವರವನ್ನು 
ಅನಮುಬಂಧ-1 ರಲ್ಲಿ ನೀಡಲಾಗಿದೆ. 


ಪ್ರಸ್ತುತ ಆರೋಗ್ಯ ಮತ್ತು ಕುಟಿಂಬ ಕಲ್ಯಾಣ 
ಇಲಾಖೆಯಿಂದ ಅನುಮತಿ ಪಡೆದು 158 ಜನೌಷಧಿ 
ಕೇಂದ್ರಗಳು ಹಾಗೂ ಔಷಧ ನಿಯಂತ್ರಣ ಇಲಾಖೆಯಿಂದ 
ಅನುಮತಿ ಪಡೆದು. 903 ಜನೌಷಧಿ ಕೇಂದ್ರಗಳು 
ಕಾರ್ಯನಿರ್ವಹಿಸುತ್ತಿದ್ದು, ವಿವರಗಳನ್ನು ಅನುಬಂಧ-2 
ಮತ್ತು ಅನುಬಂಧ-3ರಲ್ಲಿ ನೀಡಲಾಗಿದೆ. 


ಜನೌಷಧಿ ಕೇಂದ್ರಗಳ ನಿರ್ವಹಣೆ ಹಾಗೂ ಲಾಭ ನಷ್ಟ 
ಆಯಾ ಸಂಸ್ಥೆಗಳ ಜವಾಬ್ದಾರಿಯಾಗಿರುತ್ತದೆ. 


ಆ) 


ಔಷಧಿ ಕೇಂದ್ರದಲ್ಲಿ ದೊರೆಯುವ 
ಔಷಧಿಗಳು ಯಾವುವು: ಅವುಗಳ 
ದರವೆಷ್ಟು: ಕೇಂದ್ರದಲ್ಲಿ ಇದನ್ನು 
ಪ್ರದರ್ಶಿಸುವ ಫಲಕವನ್ನು 
ಅಳವಡಿಸಲಾಗಿದೆಯೇ; ಜನೌಷಧಿ 
ಕೇಂದ್ರಗಳ ಕುರಿತು ಜನರ ದೂರು 
ಮತ್ತು ಸಲಹೆಯನ್ನು ಸ್ವೀಕರಿಸಲು 
ಪ್ರಾಧಿಕಾರವನ್ನು ನೇಮಿಸಲಾಗಿದೆಯೇ: 
(ಪ್ರಾಧಿಕಾರದ ಹೆಸರು, ಸ್ವೀಕೃತವಾದ 
ದೂರು ಮತ್ತು ಸಲಹೆಯ 
ಮಾಹಿತಿಯನ್ನು ನೀಡುವುದು) ದೂರು 
ಮತ್ತು ಸಲಹೆಯನ್ನು ನವೀಕರಿಸುವ 
ಪ್ರಾಧಿಕಾರದ ಕುರಿತು ಜನೌಷಧಿ 
ಕೇಂದ್ರದಲ್ಲಿ ಮಾಹಿತಿಯನ್ನು 
ಪ್ರಕಟಿಸಲಾಗಿದೆಯೇ: 


ಜನೌಷಧಿ ಕೇಂದ್ರದಲ್ಲಿ ದೊರೆಯುವ ಔಷಧಿಗಳ ವಿವರ 
ಹಾಗೂ ಅವುಗಳ ದರವನ್ನು ಅನುಬಂಧ-4ರಲ್ಲಿ 
ನೀಡಲಾಗಿದೆ). 


ಜನೌಷಧಿ ಕೇಂದ್ರಗಳ ಕುರಿತು ಜನರ ದೂರು ಮತ್ತು 
ಸಲಹೆಯನ್ನು ಸ್ನೀಕರಿಸಲು ಪ್ರಾಧಿಕಾರವನ್ನು 
ನೇಮಿಸಲಾಗಿಲ್ಲ. ಜನೌಷಧಿ ಕೇಂದ್ರಗಳ ರಹದಾರಿ 
ನೋಂದಣಿ ಹಾಗೂ ನವೀಕರಣ ಹಾಗೂ ಇದಕ್ಕೆ 
ಸಂಬಂಧಿಸಿದ ದೂರುಗಳನ್ನು ಆಯಾ ಜಿಲ್ಲಾ ವ್ಯಾಪ್ತಿಯ 
ಔಷಧ ನಿಯಂತ್ರಣ ಅಧಿಕಾರಿಗಳ ಮೇಲ್ವಿಚಾರಣೆಯಲ್ಲಿ 
ಕಾರ್ಯನಿರ್ವಹಿಸುತ್ತದೆ. 


-2- 


ಇ) 


ಜನರಿಗೆ ಅತಿ ಅಗತ್ಯವಾದ ದೈನಂದಿನ 
ಬಿ.ಪಿ. ಮಧುಮೇಹ, ಹೃದ್ರೋಗ 


ಸಂಬಂಧಿತ ಮುಂತಾದ 
ಖಾಯಿಲೆಗಳಿಗೆ ' - ಸಕಾಲದಲ್ಲಿ 
ದೊರೆಯುವುದಿಲ್ಲ ಎನ್ನುವ 


ಸಾರ್ವಜನಿಕ ಅಭಿಪ್ರಾಯವು 
ಸರ್ಕಾರದ ಗಮನಕ್ಕೆ ಬಂದಿದೆಯೇ; 
ಇವುಗಳ ದಾಸ್ತಾನು ಮತ್ತು ಪೂರೈಕೆಗೆ 
ಸರ್ಕಾರದ ನಿಯಂತ್ರಣವೇನು? 


ಈ ಕುರಿತು ಯಾವುದೇ. ದೂರುಗಳು ಸರ್ಕಾರದ ಗಮನಕ್ಕೆ 
ಬಂದಿರುವುದಿಲ್ಲ. 


ಆಯಾ ಜನೌಷಧಿ ಕೇಂದ್ರಗಳ ಬೇಡಿಕೆಗನುಗುಣವಾಗಿ 
ಬಿ.ಪಿ.ಪಿ.ಐ ಸಂಸ್ಥೆಯಿಂದ ದಾಸ್ತಾನು ಪೂರೈಕೆಯಾಗುತ್ತದೆ. 


ಸಂಖ್ಯ: ಆಕುಕ 53 ಎಸ್‌.ಟ.ಕ್ಕೊ 2021 


ಕೆ.ಸೌಧಾಕರ್‌) 


ಆರೋಗ್ಯ ಮತ್ತು ಕುಟುಂಬ ಕಲ್ಯಾಣ ಹಾಗೂ 
ವೈದ್ಯಕೀಯ ಶಿಕ್ಷಣ ಸಚಿವರು 


ಅನುಬಂಭ-1 


ನನೆಲಿಕ್‌ ಜನೌಪಧಿ ಮಳಿಗೆ ಪ್ರಾರಂಭಿಸಲು ಮಾರ್ಗಸೂಚಿ: ಭಾರತ ಸರ್ಕಾರದ ಕೆಮಿಕಲ್ಸ್‌ & ಫರ್ಟಿಲೈಜರ್‌ 
ಮಂತ್ರಾಲಯ ನಿರ್ದೇಶನದಂತೆ, ರಾಜ್ಯ ಸರ್ಕಾರವು ರಾಜ್ಯಾದಂತ ಸಮರ್ಪಕವಾಗಿ ಕಾರ್ಯ ನಿರ್ವಹಿಸುತ್ತಿರುವ 
- ಹಾಗೂ ಸುಸ್ಥಿತಿಯಲ್ಲಿರುವ ಸಮುದಾಯ ಆರೋಗ್ಯ ಕೇಂಡ್ರ, ಎಲ್ಲಾ ತಾಲ್ಲೂಕು ಸಾರ್ವಜನಿಕ ಆರೋಗ್ಯ ಕೇಂದ್ರ 
ಹಾಗೂ ಆಯ್ದ ಜಿಲ್ಲಾ ಆಸ್ಪತ್ರೆಗಳಲ್ಲಿ Bureau of Pharma Public Sector Units of India (BPPI) 
ಇವರ ಸಹಕಾರದೊಂದಿಗೆ ಸ ಸಂಘ ಸಂಸ್ಥೆಗಳಿಂದ ಸಹಕಾರ ಸಂಘಗಳಿಂದ ನಡೆಸಲ್ಪಡುತ್ತಿರುವ ಜನೌಣಧಿ 
ಕೇಂದ್ರಗಳ ಸಂಖ್ಯೆ 158 ಜನೌಷಧಿ ಮಳಿಗೆಗಳನ್ನು ತೆರೆಯಲಾಗಿದೆ. ಅಲ್ಲದೇ ಸಾರ್ವಜನಿಕ ಸ್ಥಳಗಳಲ್ಲಿ ಆಸಕ್ಷರು 
ಔಷಧ ನಿಯಂತ್ರ ಇಲಾಖೆಯಿಂದ ಅನುಮತಿ ಪಡೆದು ಜನೌಷಧಿ ಕೇಂದ್ರಗಳನ್ನು ಸ್ಥಾಪಿಸಬಹುದಾಗಿರುತ್ತದೆ. 


> ಈ ಉದ್ದೇಶಕ್ಕಾಗಿ ಈ ಕಾರ್ಯಕ್ರಮಕ್ಕೆ ಹೊಂದಾಣಿಕೆಯಾಗುವಂತಹ ಸರ್ಕಾರಿ ಆಸ್ಪತ್ರೆಗಳ ಒಳ ಆವರಣ ಹಾಗೂ: 


ಸಾರ್ವಜನಿಕ ಜನಸಂಪರ್ಕವಿರುವ ಆಯ್ದ ಸ್ಥಳಗಳಲ್ಲಿ ಕನಿಷ್ಟ 120 ಚದರ ಅಡಿಗಳ ವಿಸ್ತರ ಉಳ್ಳ. 
ಸುಸ್ಪ ಸೃತಿಯಲ್ಲಿರುವ ಕಟ್ಟಡದಲ್ಲಿ ಜನೌಷಧಿ ಮಳಿಗೆಗಳನ್ನು ತೆರೆಯಲು ಉಚಿತವಾಗಿ ಸ ಸ್ಥಳ ನೀಡಲಾಗುತ್ತದೆ. 

ಈ ಸಂಬಂಧ Bureau of Pharma Public Sector Units of India (BPPI) ಸಂಸ್ಥೆಯವರು 
ಪ್ರತಿಯೊಂದು 'ಜನೌಷಧಿ ಮಳಿಗೆಯನ್ನು ಪ್ರಾರಂಭಿಸಲು ರಾಜ್ಯ ಸರ್ಕಾರವು' ಸೂಚಿಸಿರುವ ನೋಡಲ್‌ ಸಂಸ್ಥೆಗೆ ತಲಾ 
ಒಂದು ಮಳಿಗೆ ಪ್ರಾರಂಬಿಸಲು ರೂ. ಲಕ್ಷದ ಮೌಲ್ಯದ ಔಷಧಿಗಳನ್ನು ಸರಬರಾಜು ಮಾಡಲು ಮತ್ತು ಜನೌಷಧಿ 
ಮಳಿಗೆ ತೆರೆಯುವ ಕಟ್ಟಡಕ್ಕೆ ಅವಶ್ಯಕತೆ ಇರುವ Repair, Renovation, Racks, Refrigerator ಮತ್ತು 
ಇತ್ಯಾದಿ ಸಂಬಂಧ ರೂ. 1 ಲಕ್ಷ ರೂಪಾಯಿಗಳನ್ನು ಹಾಗೂ ಗಣಕಯಂತ್ರ ಮತ್ತು ಇತರೆ ಉಪಕರಣಗಳ ಸಂಬಂಧ 
ರೂ. 50,000/- ಗಳ ಆರ್ಥಿಕ ಸಹಾಯವನ್ನು ಒದಗಿಸುತ್ತಾರೆ. 


ಜನೌಷಧಿಮಳಿಗೆಗಳನ್ನು ಪ್ರಾರಂಭಿಸಲು ರಾಜ್ಯದ ಈ ಕೆಳಕಂಡ ಸಂಸ್ಥೆಗಳಿಗೆ ವಹಿಸಲಾಗಿದೆ. 
ಸ್ಟೇಟ್‌ ಡ್ರಗ್ಸ್‌ ಲಾಜಿಸ್ಟಿಕ್ಸ್‌ ಮತ್ತು ವೇರ್‌ ಹೌಸಿಂಗ್‌ 


¥ 


> ಆರೋಗ್ಯ ಮತ್ತು ಕುಟುಂಬ ಕಲ್ಯಾಣ ಇಲಾಖೆಯ ಕರ್ನಾಟಕ 
ಸೊಸೈಟಿ. 

> ಕರ್ನಾಟಕ ರಾಜ್ಯದ ಭಾರತೀಯ ರೆಡ್‌ ಕ್ರಾ ಾಸ್‌ ಸಂಸ್ಥೆ 

ಕರ್ನಾಟಕ ರಾಜ್ಯದ ಮೈಸೂರು ಸೇಲ್ಸ್‌ ಇಂಟರ್‌ ಲಿಮಿಟೆಡ್‌ 


¥ 


> ಜಿಲ್ಲಾಧಿಕಾರಿಗಳು, ಬೀದರ್‌ ಜಿಲ್ಲೆ 


ಸಹ ಸಾಗಾ 
ಆರೋಗ್ಯ ಮತು ಕುಟು ಕಲ್ಯಾಣ ಸೇವೆಗಳು, 


Joos. 


KN 
%, 


- 


NU 


ಅನುಬಂಧ-2 


ಆರೋಗ್ಯ ಮತ್ತು ಕುಟುಂಬ ಕಲ್ಯಾಣ ಇಲಾಖೆಯ ಅನುಮತಿಯೊಂದಿಗೆ ಪ್ರಾರಂಭವಾಗಿರುವ ಜನೌಷಧಿ ಮಳಿಗೆಗಳ ವಿವರ 


J ಎಂ.ಎಸ್‌.ಐ.ಎಲ್‌,ಸಂಸ್ಥೆ ವತಿಯಿಂದ ಪ್ರಾರಂಭಿಸಲಾದ ಜನೌಷಧಿ ಮಳಿಗೆಯ ವಿವರ 


ಕ್ರಮ 
By ಜನರಿಕ್‌ ಜನೌಷಧಿ ಕೇಂದ್ರಗಳಿರುವ ಸ್ಥಳ ಜಿಲ್ಲೆಯ ಹೆಸರು 
ಸಂಖ್ಯೆ ® 
1 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಕೆ.ಆರ್‌.ಪುರಂ. 
2 ಸಮುದಾಯ ಆರೋಗ್ಯ ಕೇಂದ ಕಗ್ಗಲಿಪುರ ಬೆಂಗಳೊರು ನಗರ 
3 ಮಲ್ಲಸಂದ್ರ ಹೆರಿಗೆ ಆಸ್ಪತ್ರೆ. ಬೆಂಗಳೂರು 
4 ಪ್ರಾಥಮಿಕ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ಸರ್ಜಾಪುರ 
5 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಹುಕ್ಕೇರಿ 
ಮ 
6 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಚಿಕ್ಕೋಡಿ 
7 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಖಾನಾಪುರ , 
8, ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಬೈಲಹೊಂಗಲ ಬೆಳಗಾವಿ 
9.” | ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ರಾಯಭಾಗ : | 
10 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಸವದತ್ತಿ » 
1 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ರಾಮದುರ್ಗ 
12 ಜಿಲ್ಲಾ ಆಸ್ಪತ್ರೆ, ಚಿಕ್ಕಬಳ್ಳಾಪುರ 
13 ವ ನ 3ಕಬಳಾ 
ಮಹಿಳಾ ಮತ್ತು ಮಕ್ಕಳ ಆಸ್ಪತ್ರೆ, ಚಿಕ್ಕಬಳ್ಳಾಪುರ 
14 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಗುಡಿಬಂಡೆ 
15 | ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಶಿಡ್ಲಘಟ್ಟ ಚಿಕ್ಕಬಳ್ಳಾಪುರ 
16 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಚಿಂತಾಮಣಿ 
17 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಗೌರಿಬಿದನೂರು 
18 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಬಾಗೇಪಲ್ಲಿ 
19 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಕಡೂರು 
20 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ತರಿಕೆರೆ 
21 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಮೂಡಿಗೆರೆ ಚಿಕ್ಕಮಗಳೂರು 
22 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಕೊಪ್ಪ 
23 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ನರಸಿಂಹ ರಾಜಪುರ 
24 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸತ್ರೆ, ಬೆಳಂಗಡಿ 
iin ಮ ದಕ್ಷಿಣ ಕನ್ನಡ 
25 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಬಂಟವಾಳ್‌ , 
26 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸತ್ರೆ, ಚನ್ನಗಿರಿ 
ಎನೆ: W 
27 ಸಮುದಾಯ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ನ್ಯಾಮತಿ ದಾವಣಗೆರೆ 
28 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಹರಪ್ಪನಹಳ್ಳಿ 


po 


29 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಹೊನ್ನಾಳಿ 
30 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಜಗಳೂರು 
- 31 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಹರರಿಹರ 
32 | ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಚಿಗಟೇರಿ 
33 ಮಹಿಲಾ ಮತ್ತು ಮಕ್ಕಳ ಆಸ್ಪತ್ರೆ ದಾವಣಗೆರೆ 
36 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ನವಲಗುಂದ ಧಾರವಾಡ 
37 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಅರಕಲಗೂಡ 
38 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಬೇಲೂರು 
ತೌ, ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಆಲೂರು 
40 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಹೊಳೆನರಸೀಪುರ ಹಾಸನ 
a 'ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಸಕಲೇಶಪುರ, 
42 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಅರಸೀಕೆರೆ 
43 | ಸರ್ಕಾಧಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಚನ್ನರಾಯಪಟ್ಟಣ , 
44 ;ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಅಸ್ಪತ್ರೆ ಸವನೂರು. 
45 : ಸರ್ಕಾರಿ. ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಹಿರೇಕೆರೂರು | 
146, ಸರ್ಕಾರಿ"ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ರಾಣೆಬೆಸ್ಳೊರು ಹಾವೇರಿ 
47 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ" ಆಸ್ಪತ್ರೆ, ಬ್ಯಾಡಗಿ 
| 48 | ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಹಾನಗಲ್‌ 
4 49 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಮುಳಬಾಗಿಲು ಕೋಲಾರ 
fe ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ನಾಗಮಂಗಲ 
ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಕೃಷ್ಣರಾಜಪೇಟೆ 
52 ಸಾಧ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಶ್ರೀರಂಗಪಟ್ಟಣ ಮಂಡ್ಯ 
53 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಮಳವಳ್ಳಿ 
54 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಪಾಂಡವಪುರ 
55 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಮಧ್ಧೂರು ' 
56 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಹೆಗ್ಗಡ ದೇವನಕೊಟೆ 
57 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಟಿ.ನರಸೀಪುರ 
58 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ನಂಜನಗೂಡು ಮೈಸೂರು 
59 | ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಕೃಷ್ಣರಾಜನಗರ 
60 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಪಿರಿಯಪಟ್ಟಣ 
61 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಸಿಂಧನೂರು 
62 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಮಾನ್ವಿ ರಾಯಚೂರು 
63 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಲಿಂಗಸಗೂರು 


ps 


1 


ದೇವದುರ್ಗ, 


64 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, 

65 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಮಾಗಡಿ 

66 | ಜಿಲ್ಲಾ ಆಸ್ಪತ್ರೆ ರಾಮನಗರ ರಾಮನಗರ 

67 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಕನಕಪುರ 

68 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ. ಚನ್ನಪಟ್ಟಣ 

69 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಸೊರಬ 

70 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಭದ್ರಾವತಿ 

71 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಸಾಗರ ಶಿವಮೊಗ್ಗ 

72 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಶಿಕಾರಿಪುರ 

73 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಹೊಸನಗರ 

74 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ತೀರ್ಥಹಳ್ಳಿ 

75 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ. ಕುಣಿಗಲ್‌ WT 

76 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಗುಬ್ಬಿ 

77 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಶಿರಾ 

78 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಕೊರಟಗೆರೆ ಸನ 

79 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಚಿಕ್ಕನಾಯಕನಹಳ್ಳಿ 

80 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ. ತುರುವೇಕೆರೆ 

ಫೈ ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ತಿಪಟೂರು 

82 ಸರ್ಕಾರಿ, ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಪಾವಗಡ 

83 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಮುದ್ಧಬಿಹಾಳ 

84 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಬಸವನ ಬಾಗೇವಾಡಿ ವಿಜಯಪುರ 

85 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಇಂಡಿ 

86 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಕೊಳ್ಳಗಾಲ 

87 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಯಳಂದೂರು ಚಾಮರಾಜನಗರ 

88 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಗುಂಡ್ಲುಪೇಟೆ 

89 ತಾಯಿ ಮತ್ತು ಮಕ್ಕಳ ಆಸ್ಪತ್ರೆ, ಗದಗ ಗದಗ 

90 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಸೊಲಾಪುರ 

91 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಶಹಾಪುರ ಯಾದಗಿರಿ 

92 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಯಾದಗಿರಿ 

93 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ವಿರಾಜಪೇಟೆ ಕೊಡಗು 

94. ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಗಂಗಾವತಿ 

95 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಯಲಬುರಗ ಕೊಪ್ಪಳ 
. 96 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಕುಷ್ಠಗಿ 


4% 


1]. ಭಾರತೀಯ ರೆಡ್‌ಕ್ರಾಸ್‌ ಸಂಸ್ಥೆ ವತಿಯಿಂದ ಪ್ರಾರಂಭವಾಗಿರುವ ಜನೌಷಧಿ ಮಳಿಗೆಗಳ ವಿವರ 


ಕ್ರಮ ್ಯ 
೨ ಷ 

ಸಂಖ್ಯೆ ಜನೌಷಧಿ ಕೇಂದ್ರಗಳಿರುವ ಸ್ಥಳ ಜಿಲ್ಲೆಯ ಹೆಸರು 
97 ಸರ್ಕಾರಿ ಆಸ್ಪತ್ರೆ ಕುಂದಾಪುರ ಉಡುಪಿ 
98 ಸರ್ಕಾರಿ ಆಸ್ಪತ್ರೆ, ಪುತ್ತೂರು ದಕ್ಷಿಣ ಕನ್ನಡ 
99 ಸರ್ಕಾರಿ ಆಸ್ಪತ್ರೆ, ಹಿರಿಯೂರು ಒಚಿತ್ರದುರ್ಗ 
100 | ಜಿಲ್ಲಾ ಆಸ್ಪತ್ರೆ ಕೊಪ್ಪಳ ಸೊಪ್ಪಳ 
101 ಸರ್ಕಾರಿ ಆಸ್ಪತ್ರೆ ಮಾಲೂರು ಕೋಲಾರ, 
102 ಹಳೇ ಸರ್ಕಾರಿ ಆಸ್ಪತ್ರೆ ಗದಗ ಗದಗ 
193 ಜಿಲ್ಲಾ ಆಸ್ಪತ್ರೆ, ಚಾಮರಾಜನಗರ ಚಾಮರಾಜನಗರ 
104 "| ಜಿಲ್ಲಾ ಆಸ್ಪತ್ರೆ, ಬಳ್ಳಾರಿ ಬಳ್ಳಾರಿ 
105 | ಭಾರತೀಯ ರೆಡ್‌ಕ್ರಾಸ್‌ ಸಂಸ್ಥೆ ಭವನ, ತುಮಕೂರು ತುಮಕೂರು 


ಸ II. ಬಿಬಿಎಂಪಿ (ಐಆರ್‌ಸಿಎಸ್‌) ವತಿಯಿಂದ ಪ್ರಾರಂಭವಾಗಿ 


ರುವ ಜನೌಷಧಿ ಮಳಿಗೆಗಳ ವಿವರ 


ಕ್ರಮ 

ನ ಜನೌಷಧಿ ಕೇಂದ್ರಯಿರುವ ಸ್ಥಳ ಜಿಲ್ಲೆಯ ಹೆಸರು 
ಸಂಖ್ಯೆ - ಇ [) ಸ 

R ಎನ್‌.ಆರ್‌ ಕಾಲೋನಿ ಮೆಟರ್‌ನೆಟಿ ಹೋಮ್‌ `ಎನ್‌ಆರ್‌, 
106 ಕಾಲೋನಿ ಬೆಂಗಳೂರು ನಗರ 
107 | ಪ್ರಿಯಾ ದರ್ಶಿನಿ ಮೆಟರ್‌ನೆಟಿ ಹೋಮ್‌, ತಾವರೆಕೆರೆ ಬೆಂಗಳೂರು ನಗರ 
108 | ಪ್ರಕಾಶ್‌ ನಗರ ಮೆಟರ್‌ನೆಟಿ ಹೋಮ್‌, ಬೆಂಗಳೂರು ನಗರ 
109 | ಮೂಡಳಪಾಳ್ಯ ಮೆಟರ್‌ನೆಟಿ ಹೋಮ್‌, ಭೈರವೇಶ್ವರ ಬೆಂಗಳೂರು ನಗರ 
ವಿಜಯೆ'ನಗರ, 77ನೇ ಕ್ರಾಸ್‌, ಸಿಹೆಚ್‌ಬಿನಿ' ಬಡಾವಣೆ, 

110 | ವಿಜಯನಗರ, 2ನೇ ಹಂತ. ಬೆಂಗಳೂರು ನಗರ 
111 | ಹೆಜ್‌.ಸಿದ್ಧಯ್ಯ ರಸ್ತೆ ರೆಫರಲ್‌ ಆಸ್ಪತ್ರೆ ಬೆಂಗಳೂರು ಬೆಂಗಳೂರು ಸಗರ 


IV. ಕರ್ನಾಟಕ ಸ್ಟೇಟ್‌ ಡ್ರಗ್ಸ್‌ ಲಾಜಿಸ್ಟಿಕ್‌ ಮತ್ತು ವೇರ್‌ ಹೌಸಿಂಗ್‌ ಸೊಸೈಟಿ ರವರ ವತಿಯಿಂದ ಪ್ರಾರಂಭವಾಗಿರುವ ಜನೌಷಧಿ 
- ಮಳಿಗೆಗಳ ವಿವರ 


ಕ್ರಮ 

ವ ಜನೌಷಧಿ ಕೇಂದ್ರಯಿರುವ ಸಳ ಜಿಲೆಯ ಹೆಸರು 
ಸಂಖ್ಯೆ - ಘು ಘ ಹ 

112 ತಾಲ್ಲೂಕು ಆಸ್ಪತ್ರೆ, ಯಲಹಂಕ ಬೆಂಗಳೂರು ನಗರ 
113 ತಾಲ್ಲೂಕು ಆಸ್ಪತ್ರೆ, ಶ್ರೀನಿವಾಸಪುರ ಕೋಲಾರ 


v. ಜಿಲ್ಲಾ ಆರೋಗ್ಯ ಕುಟುಂಬ ಕಲ್ಯಾಣಾಧಿಕಾರಿಗಳು, ಜವರುಗಳ ವತಿಯಿಂದ ಪ್ರಾರಂಭವಾಗಿರುವ ಜನೌಷಧಿ ಮಳಿಗೆಗಳ 


ವಿವರ 
ಶಮ ಜನೌಷಧಿ ಕೇಂದ್ರಯಿರುವ ಸ್ಥಳ ಜಿಲ್ಲೆಯ ಹೆಸರು 
ಸಂಖ್ಯೆ ಈ ® ಇ 
114 | ಸಮುದಾಯ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ಕೆಂಗೇರಿ ಬೆಂಗಳೂರು ನಗರ 
15 § ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಹೊಸಕೋಟೆ ಬೆಂಗಳೂರು (ಗ್ರಾ) 
116 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ದೇವನಹಳ್ಳಿ ಬೆಂಗಳೂರು (ಗ್ರಾ) 
117 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ನೆಲಮಂಗಲ ಬೆಂಗಳೂರು (ಗ್ರಾ) 
118 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ದೊಡ್ಡಬಳ್ಳಾಪುರ, ಹೊಸ ಆಸ್ಪತ್ರೆ ಕಟ್ಟಡ ಬೆಂಗಳೂರು (ಗ್ರಾ) 
119 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ದೊಡ್ಡಬಳ್ಳಾಪುರ. ಹಳೇ ಆಸ್ಪತ್ರೆ ಕಟ್ಟಡ ಬೆಂಗಳೂರು (ಗಾ) 
120 ಸಮುದಾಯ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ವಿಜಯಪುರ ಬೆಂಗಳೂರು (ಗ್ರಾ) 
121 ಸಮುದಾಯ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ಸುಲಿಬೆಲೆ ಬೆಂಗಳೂರು (ಗ್ರಾ) 
122 ತಾಲ್ಲೂಕು ಆಸ್ಪತ್ರೆ, ಬೀರೂರು ಚಿಕ್ಕಮಗಳೂರು. 
123 | ಸಮುದಾಯ ಆರೋಗ್ಯ ಕೇಂದ್ರ ಪಂಚನಹಳ್ಳಿ ಚಿಕ್ಕಮಗಳೂರು 
124 | ಸಮುದಾಯ ಆರೋಗ್ಯ ಕೇಂದ್ರ ಯಗಟಿ ಚಿಕ್ಕಮಗಳೂರು 
125 ಗದಗ ಪೊಲೀಸ್‌ ಠಾಣೆ ಆವರಣ ಗದಗ 
126 ಸಮುದಾಯ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ಗಜೇಂದ್ರಗಡ ಗದಗ 
127 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಹೊಸದುರ್ಗ ಚಿತ್ರದುರ್ಗ 
128 ಸಮುದಾಯ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ಶ್ರೀರಾಮಪುರ ಚಿತ್ರದುರ್ಗ 
129 ತಾಲ್ಲೂಕು ಆಸ್ಪತ್ರೆ, ಜೇವರ್ಗಿ ಕಲಬುರಗಿ 
130 ಸಮುದಾಯ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ಯಡ್ರಾಮಿ ಕಲಬುರಗಿ 
131 ಸಮುದಾಯ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ಶಹಬಾದ, ಚಿತ್ತಪುರ ತಾ: ಕಲಬುರಗಿ 
132 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಅಂಕೋಲಾ ಉತ್ತರ ಕನ್ನಡ 
133 ಸಮುದಾಯ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ಉಪ್ಪಿನಂಗಡಿ ದಕ್ಷಿಣ ಕನ್ನಡ 
134 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಹುಣಸೂರು ಮೈಸೂರು 
135 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ, ಆಸ್ಪತ್ರೆ, ಬಾದಾಮಿ ಬಾಗಲಕೋಟೆ 
136 ಸಮುದಾಯ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ಕಾಗವಾಡ, ಅಥಣಿ ತಾ: ಬೆಳಗಾವಿ 
137 ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ರಾಯಭಾಗ ಬೆಳಗಾವಿ 
138 ಪ್ರಾಥಮಿಕ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ಗುಡಗೇರಿ, ಕುಂದಗೋಳ ತಾ: ಧಾರವಾಡ 
139 ಜಿಲ್ಲಾ ಆಸ್ಪತ್ರೆ. ಬೀದರ್‌ ಬೀದರ್‌ 
140 ಸಮುದಾಯ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ಚಿಟ್ಟಗುಪ್ರ ಬೀದರ್‌ ಬಿಲ್ಲೆ ಬೀದರ್‌ 
141 ಸಮುದಾಯ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ನಿಟ್ಲೂರ(ಬಿ), ಬಾಲ್ಕಿ ಬೀದರ್‌ ಜಿಲ್ಲೆ ಬೀದರ್‌ 
142 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಹುಮ್ನಾಬಾದ್‌ ಬೀದರ್‌ 
143 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಬಸವ ಕಲ್ಮಾಣ “ಬೀದರ್‌ 
144 ಸರ್ಕಾರಿ ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ, ಔರಾದ್‌ ಬೀದರ್‌ 


6) 


145 ಸಮುದಾಯ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ಕಮಲಾನಗರ ಔರಾದ್‌ ತಾಲ್ಲೂಕು ಬೀದರ್‌" 

146 ಸಮುದಾಯ, ಆರೋಗ್ಯ ಕೇಂದ್ರ, ಸಂತಾಪುರ, ಔರಾದ್‌ ಶಾಲ್ಲೂಕು ಬೀದರ್‌ . 
147 ಪೊಲೀಸ್‌ ಅಧೀಕ್ಷಕರ ಕಛೇರಿಯ ಆವರಣ, ಬೇದರ್‌ ಬೀದರ್‌ 

148 ಪ್ರಾಥಮಿಕ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ಹುಳಿಯಾರು ಚಿ.ನಾ.ಹಳ್ಳಿ ತುಮಕೂರು 
149 ಪ್ರಾಥಮಿಕ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ಕೋಟಗುಡ್ಡ ಪಾವಗಡ ತಾಲ್ಲೂಕು ತುಮಕೂರು 
150 ಪ್ರಾಥಮಿಕ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ಹುಳಿಯಾರು ಮಂಗಳವಾಡ ತುಮಕೂರು 
151 ಪ್ರಾಥಮಿಕ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ಹುಳಿಯಾರು ಲಿಂಗದಹಳ್ಳಿ ತುಮಕೂರು 
152 ಪ್ರಾಥಮಿಕ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ಹುಳಿಯಾರು ವೈ.ಎನ್‌. ಹೊಸಕೋಟೆ ತುಮಕೂರು 
153 ತಾಲ್ಲೂಕು ಆಸ್ಪತ್ರೆ, ಮಧುಗಿರಿ ತುಮಕೂರು 
154 ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಬಂಗಾರಪೇಟೆ ಕೋಲಾರ 
155 ಸಾರ್ವಜನಿಕ ಆಸ್ಪತ್ರೆ ಮಾಲೂರು ಕೋಲಾರ 
156 ಸಮುದಾಯ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ಗೌನಿಪಲ್ಲಿ, ಶ್ರೀನಿವಾಸಪುರ ತಾಲ್ಲೂಕು ಕೋಲಾರ 
157 ಸಮುದಾಯ ಆರೋಗ್ಯ ಕೇಂದ್ರ, ಕೆ.ಎಂ, ದೊಡ್ಡಿ (ಭಾರತಿ ನಗರ) ಮದ್ದೂರು ತಾಲ್ಲೂಕು ಮಂಡ್ಯ 

158 ಜಿಲ್ಲಾ ಆಸ್ಪತ್ರೆ ಮೈಸೂರು " ಮೈಸೂರು 


ಹ 


್ಸ 


Annexure 


Pradhan Mantri Bhartiya Janaushadhi Kendra Talukawise details 


Sl. Association Proprietorship Total No. Janaushdi 
No. Districts and Their Taluks Kedra 
1 Bangalore Urban 08 218 | 226 
2 Devanahalli 0 03 03 
3 Doddabalfapura 0 04 04 
4 Hosakote 0 02 02 
5 Nelamangala 0 04 04 
6 Dasanapur Hobli 0 02 02 
Bangalore Rural Total [ 15 15 
7 Ramanagar 0 02 02 
8 Channapatna 0 03 03 
9 Kanakapura 0 02 02 
0 Magadi 0° 0 0 
Ramanagar Total 0 07 07 
11 Challakere 0 01 01 
12 | Chitradurga 01 03" 04 
3 | Hiriyuru 0 101 ; 01 
4 Holakere 0 y [EE IS 0 
15 | Hosadurga » 0 104 04 
6 olkalmuru 0 ° 01 4 01. ನ 
Chitradurga Total 1 , «10 11 
17 Channagiri ..° 0 “4 4 
8 | Davanagere 0 411 11 } 
9 Nyamti - « 0 702” 02 
20 | Harihar 0 "92 02 
21 | Honnahali ~ ಸ 0 02 02 
22 Jagalur " 0 01: 01 
Davangere Total 0 22 22 
23 | Bangarpet ರ 02 0. 02 
24 [Kolar ಸ 0 0” 0 
25 | Malur 0 0 0 
26 Mulbaglu 0 0 0 
27 Srinivasapura 0 0 0 
Kolar Total 02 0 02 
28 Bagepalli 0 0 0 
29 Chikkaballapur 0 01 01 
30 | Chintamani § 0 0 0 
31 Gowribidanur 0 0 0 
32 Gudibande [ 0 0 
33 Siddlagatta 0 0 0 
Chikkaballapur Tota} 0 01 01 
34 Shivamogga 0 14 14 
35 Thirthahalli 0 01 01 
36 Bhadravathi -0 04 04 


G~ 


37 Sagara 0 02 02 
38 Hosanagar 0 02 02 
39 Soraba 0 01 01 
40 Shikaripura 0 02 02 
Shivamogga Total 0 26 26 
41 Chikkanayakanahalli 01 03 04 
42 Gubbi 01 02 03 
43 Koratagere 0 01 01 
44 Kunigal 01 02 03 
45 | Madhugiri 0 01 01 
46 Pavagada 01 01 02 
47 Sira 01 "02 03 
48 Tiptur 01 02 03 
49 Tumkur 08 26 34 
50 Tumkur Taluk 0 11 11 
51 Turuvekere 01 01 02 
Tumkur Total 15 52 67 
52 Chikkamagalur 0 01 01 
53 Mudegere 01 01 02 
54 Koppa 01 0 01 
55 N.R. Pura 01 01 02 
56 Sringeri 0 01 01 
57 Kadur 01 04 05 
58 | Tarikere 01 02 03 
59 Ajampur ಈ , “0 ‘OT 01 
Chikkamagaluru Total 5 11 16 
60 Mangalore 0 34 34. 
61 puttur ಹ 02 09 11 
62 | Sullia ಸ 0 06 06 
63 | Bantwal ಸ 03 15 18 
64 | Bethangady ಬೆ 01 10 » 11 
65 Mangalore Taluk 02 7 09 
66 Mudbidre 01 04 05 
67 | kadaba / 01 06 07 
Dakshina Kannada Total 10 91 101 
68 | Udupi 12 17 29 
69 Karkala 03 06 09 
70 Kundapur 05 03 08 
Udupi Total 20 26 46 
71 Alur 0 0 0 
72 Belur 0 0 0 
73 Hassan 0 02 02 
74 ‘Sakaleshpura 0 0 0 
75 ChannarayanPatna 0 02 02 
76 Arsikere .0 04 04 
77 Holenarsipura 0 0 0 
78 Arkalgud 0 0 0 
Hasan Total 0 8 8 
79 Madikeri 0 04 04 


80 Virajpet 0 08 08 
81 Somwarpet 0 03 03 
Madikeri Total 0 15 15 

82 Mandya 0 09 09 
83 Maddur 02 03 05 
84 Malavalli 01 04 05 
85 Pandavapur 01 03 04 
86 Srirangapatina 01 01 02 
87 K.R.Pet 01 01 02 
88 Nagamangala 01 02 03 
Mandya Total 07 23 30 

89 Mysore 02 38 40 
90 Nanjanagudu 0 03 03 
91 T. Narisipura 0 03 03 
92 Hunsur 0 03 03 
92 H.D.Kote 0 01 01 
94 Periyapatna 0 02 02 
95 .R. Nagar 0 03 03 
Mysore Total 02 53 55 

96 Chamarajanagar [6 04 04 
97 Gundlupet 0 02 02 
98 ollega! 0 0 0 
99 Yalandur 01 0 01 
100 Hannuru 0 01 01 
Chamarajanagar Tota 01 07 08 

101 | Athani 0 03 03 
102 | Bailhongal [¢ 01 01 
103 | Belgaum 0 08 08 
104 | Chikkodi 0 03 03 
105 | Gokak 0 03 03 
106 Khanapur 0 01 01 
107 | Raibag 0 0 0 
108 | Ramdurg 0 01 01 
109 | Saundatti 0 01 01 
110 | Hukkeri 0 03 03 
Belgavi Total 0 24 24 

111 | Basavana Bagewadi 01 01 02 
112 | Vijayapur 02 10 12 
113 | Indi 01 01 06 
114 | Muddebihal 0 01 02 
115 | Sindagi 0 02 01 
116 {| Chadachan 0 01 02 
117 | Atamela 0 01 01 
118 Devarahipparagi 0 01 01 
119 | Nidagundi 0 01 01 
120 | Kolahar 0 01 01 
121 | Talikote 0 01 .01 
4 Vijayapur Total 4 21 25 
122 | Badami 0 03 03 
123 | Bagalkot 0 04 04 
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Tender NO. BPPI/ Surgical - 018/2015 


RC RAE p y LE rate in Rs.{inclusive of’ 
" ಗಂ [ncn | 
poe! Cotton Wool LP. 75 gm 
Jind S 6.05 
Absorbent Cotton Wool LP. Vinayak 
2008m (Non Sterile) kb ಸ 
Kishan Chand & ನ 
Sons 
Kishan Chand & 
Sons ಸ 


Seven Seas 
Enterprises 


Cotton Bandages(Non Sterile) , 
Size 7.5 cmX4M as per Schedule F- 


Cotton Bandages(Non Sterile), 1x12 (Size 
Size 10 cmX4M as per Schedule |tOcmx4mt 
—FIl ) 


Seven Seas 
Enterprises 


Syringe 2 ml with needle 24 G 
(Sterile, single use, disposable, as 
per BIS) 
Syringe 5 ml with needle 24G 
5011 (Sterile, single use, disposable, as 24G SRS Meditech 1,38 


per BIS) 
RC018 5012 


24G SRS Meditech 


Syringe 10 ml with needle 21G 
(Sterile, single use, disposable, as 
per BIS) 


216 | SRS Meditech 


' Syringe 20 ml with needle 23G 
10 RC018 5013 (Sterile, single use, disposable, as 23G 
per BIS) 
RC018 5014 Needle 16G (Sterile, single use, 166 SRS Meditech 
disposable, as per BIS) 
5015 Needle 18G (Sterile, single use, 186 SRS Meditech 


disposable, as per BIS) 
Needle 23G (Sterile, single use, 
disposable, as per BIS) 


SRS Meditech 


Needle 26G half inch (Sterile, 
single use, disposable, as per BIS) 


Sanitary Napkins Regular with 

RC018 7003 wings as PerlS Specification 

No.5405:1980 

RC018 |, 7008 |Baby Diapers Medium PE 


SRS Meditech 


Vinayak 
Manutrade 


Pagel 


Tender NO. BPPI/ Surgical - 027/2015 
— 


Unit Size Namc of Supplier 


“|L1 rate in Rs.{inclusive of 
taxes and ED) 


One eed 1s 
Surgicals 
RC027 5020 23.05 
Plaster of Paris Bandages BP 15cm 
57 ; 


Item Code |Item Description 


Paper Adhesive Plaster 1" X 9.0 
mts Non woven adhesive tape 


5019 


Paper Adhesive Plaster 2" X 9.0 
mts Non woven adhesive tape 


Sterimed 
Surgicals 


RC 
§ 
1 


Sterimed 
Surgicals 


Paper Adhesive Plaster 3" X 9.0 
mts Non woven adhesive tape 


Wilson Tapes 


RC027 5022 X2.7mts / Roll 26.65 


Plaster of Paris Bandages BP I0cm , 
RC027 5023 X2.7mts / Roll One Wilson Tapes 17.73 
- A p p Romsons 
Scalp Vein Set (Disposable) Size Scientific & 
RC027 | 5024 18G Sterile Soft, kink resistant, One Fh } 3. : 
-toxic, non irritant tube Sure loa Indiates 
: Wi \ “Put. Ltd. 


Scalp Vein Set (Disposable) Size 
-RC027 5025 |20G, Sterile \Soft, kink resistant, One Royal Surgicare 
non-toxic, non irritant tube y 


_ Scalp Vein Set (Disposable) Size 

RC027 5026 |22G,Sterile Soft, kink resistant, One Royal Surgicare 
KN non-toxic, non irritant tube 
Wy RC027 5027 ವ Wein Set (Disposable) Size - One Royal Surgicare 
K p 4 Hospimax 
Rco27 | 5039 ನ ue A One Healthcare 
| Ee 4 Put. Ltd. 
e 


Sterile Disposable Spinal Needle Hospiniax 
೨೪೮ for Single Use 25G x 3 % inch 9 ficalthcae 
x Pvt. Ltd. 
Urine Collecting Bag, Disposable, 
2000 ml 
Kink resistant flexible tubing not 
5041 [less than 90 cm in length ,Should One Goldwin medicare 


have non-return valve 
Top drainage outlet 
Graduated Bag 
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x 


ENDOTRACHEAL TUBE 
PLAIN, SIZE 


ENDOTRACHEAL TUBE 
PLAIN, SIZE 3 

Single use, sterile 
Standard 15 mi connector at 
proximal end ,Tip suitable for nasal 
and oral intubation 


ENDOTRACHEAL TUBE 
PLAIN, 

SIZE,3.5 Single use, sterile 
Standard 15 mm connector at 
proximal end ,Tip suitable for nasal 
and oral intubation 


RC027 


‘Sterimed Medical 
Devices 


Sterimed Medical 
Devices 


Sterimed Medical 
Devices 


ENDOTRACHEAL TUBE 
PLAIN, SIZE 4, 

Single use, sterile 
Standard 15 mm connector at 
proximal end ,Tip suitable for nasal 
and oral intubation 


Sterimed Medical 
’« Devices 


16.36 


ENDOTRACHEAL TUBE 
PLAIN, SIZE 

4.SSingle use, sterile 
Standard 15 mm connector at 
proximal end ,Tip suitable for nasal 
and oral intubation 


ENDOTRACHEAL TUBE 
PLAIN, SIZE 5, 

to 8, Single use, sterile 
Standard }5 mm connector at 
proximal end ,Tip suitable for nasal 
and oral intubation 


ENDOTRACHEAL TUBE 
PLAIN, SIZE ” 

8.5 Single use, sterile 
Standard 15 mm connector at 
proximal end ,Tip suitable for nasal 
and oral intubation 


ENDOTRACHEAL TUBE, 
CUFFED, 

SIZE 4 Soft cuff towards the distal 
end 

Kink resistant inflation tube 
Sterile, single use 

Curved shaped blister pack — 
suiting the shape of product 


Sterimed Medical 


16.36 
Devices 


Sterimed Medical 
Devices 


1636 


One 


Sterimed Medical 


One ಡ್ಯ 
Devices 


Sterimed Medical 
Devices 
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21 RC027 5054 


. suiting the shape of product 


ENDOTRACHEAL TUBE, 
CUFFED, 

SIZE 4.5, Soft cuff towards the 
distal end 

Kink resistant inflation tube 
Sterile, single use 

Curved shaped blister pack — 


Sterimed Medical 
Devices 


22 RC027 5055 


23 RC027 5056 


24 RC027 5057 


25 RC027 5058 


ENDOTRACHEAL TUBE, 
CUFFED, £ 
SIZE 5,Soft cuff towards the distal 
end 

Kink resistant inflation tube 
Sterile, single use 

Curved shaped blister pack — 
suiting the shape of product 


ENDOTRACHEAL TUBE, 
CUFFED, 

SIZE 6,Soft cuff towards the distal 
end 

Kink resistant inflation tube 
Sterile, single use 

Curved shaped blister pack — 
suiting the shape of product 


One 


Sterimed Medical 
Devices 


Sterimed Medical 
Devices 


ENDOTRACHEAL TUBE, 
CUFFED, 


Sterimed Medical 
Devices 


ENDOTRACHEAL TUBE, 
CUFFED, 

SIZE 7, Soft cuff towards the distal 
end 

Kink resistant inflation tube 
Sterile, single use A 
Curved shaped blister pack — 
suiting the shape of product 


26 RC027 5059 


Sterimed Medical 
Devices 


29.12 


ENDOTRACHEAL TUBE, 
CUFFED, 

SIZE 7.5 Soft cuff towards the 
distal end 

Kink resistant inflation tube 
Sterile, single use 

Curved shaped blister pack — 
suiting the shape of product 


Sterimed Medical 
Devices 


29.12 


ENDOTRACHEAL TUBE, 
CUFFED, 

SIZE 8,Soft cuff towards the distal 
end 

Kink resistant inflation tube 
Sterile, single use 

Curved shaped blister pack — 
suiting the shape of product 


ENDOTRACHEAL TUBE, 
CUFFED, 

SIZE 8.5Soft cuff towards the distal 
end 

Kink resistant inflation tube” 
Sterile, single use 

Curved shaped blister pack — 
suiting the shape of product 


ENDOTRACHEAL TUBE, 
CUFFED, 
SIZE 9 Soft cuff 


TRACHEOSTOMY TUBE 
{PVC}, PLAIN STERILE, Single 
use all size Soft flexible flange at 
for.easy fixation ,15 mm connector 
at terminal end which can be 
rotated in 360 degree direction 


TRACHEOSTOMY TUBE 
{PVG},iCUFFED, STERILE, 


'ISINGLE USE .ALL 


SIZE. Soft flexible flange at for 
easy fixation ,15 mm connector at 
terminal end which can be rotated 
in 360 degree direction ,Balloon 
with non return valve 


ABDOMINAL DRAIN KIT, 
STERILE 

HAVING DRAINAGE 
CATHETER AND COLLECTION 
BAG ' 
{2000 ml }size 24 Graduated Bag 
Soft drainage catheter 50 cm long, 
with radio opaque line Catheter 
with markings at 2 cm interval 
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Sterimed Medical 
Devices 


Sterimed Medical 
Devices 


Sterimed Medical 
Devices 


p ಕ 
: Romsons 
‘Scientific & 
Surgical Industries 
Pvt. Ltd. 
‘ 


Sterimed Medical 
Devices 


Sterimed Medical 
Devices 


ABDOMINAL DRAIN KIT, 
STERILE ' 
HAVING DRAINAGE 
CATHETER AND COLLECTION 
BAG 

{2000 ml }size 28 


Corrugated Drainage Sheet, Sterile, 
Multichannel, with radio opaque 
line, Single Use - All sizes 


Polypropylene Nonabsorbable 
Synthetic Surgical Mesh 7.5 cmX 
15 cm ; , 


Polypropylene Nonabsorbable 
Synthetic Surgical Mesh 15 cmX: 
5 cm 4 } 


Sterimed Medical 
Devices 


Angiplast Pvt. 
Ltd. 


HLL Healthcare 
4 Ltd. 


Futura surgicare 


sterilized umbilical cotton tape ’.. 
width 3 mm 
, length 75 cm 


Lotus Surgicals 


Bone Wax, Sterilised 4 
Temporary Cardiac Pacing Wire. 
(Electrode) Sterile % Cir, Tapércut, 


26 mm needle with self retaining 
system SH 


Lotus Surgicals 


Lotus Surgicals 


Disposable Sterile Surgical Rubber 
Gloves, Size 6 % Inches, Coriforms 
to IS 13422,1SI marked 
{ CE certified / FDA approvedi{ 


Beta Healthcare 


Products Pvt. Ltd. R 


6003 


Disposal sterile surgical rubber” 
gloves size 7 inches ,Conforms to 
IS 13422,IS1 marked / CE certified 
/ FDA approved 


Disposal sterile surgical rubber 
gloves size 7 1/2 inches Conforms 
to IS 13422,1S1 marked / CE 
certified { FDA approved 


Beta Healthcare 
Products Pvt. Ltd. 


Beta Healthcare 
Products Pvt. Ltd. 


6004 


DISPOSABLE STERILE 4 
SURGICAL RUBBER GLOVES 
SIZE 8 INCHES , Conforms to IS 
13422 ISI marked /{ CE certified / 
FDA approved 
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Beta Healthcare 
Products Pvt. Ltd. 


4 


Ws 
p 


SURGICAL CAP, DISPOSABLE 
{ FOR SURGEONS/ NURSES } 
Should be manufactured from non 
woven fabric Elastic strip stitched 
on the back for proper grip on the 
forehead ,Blue i 
{Green colour , 


SUCTION CATHETER , 

STERILE SIZE , FG 5 Length 50 

cm (min) 

SUCTION CATHETER, 

STERILE SIZE , FG 6 Length 50 

cm (min.} ¥ 

SUCTION CATHETER, 

STERILE SIZE, FG ,8, Length.50 One 

cm (min.) 

SUCTION CATHETER, 

STERILE SIZE, FG ,10, Length 50 

cm (min.) 

SUCTION CATHETER ; 

6014 [STERILE SIZE, FG One 
12, Length 50 cm (min.} 

SUCTION CATHETER , 

6015 |STERILESIZE,FG One 
14, Length 50 cm {min.) 
SUCTION CATHETER, 

6016 [STERILE SIZE, FG 


" 16, Length 50 cm (min.} 
52 RC027 | 6017 


Angiplast Pvt. 
Ltd. 


Angiplast Pvt. 
Ltd. 


Angiplast Pvt. 
Ltd. 


Angiplast Pvt.. 


Sterimed Medical 
Devices 


Sterimed Medical 
Devices 


Sterimed Medical 
Devices 


SUCTION CATHETER, 
STERILE SIZE, FG 
,18, Length 50 cm (min.) 
SUCTION CATHETER, 
STERILE SIZE, FG 

20, Length 50 cm (min.) 
SUCTION CATHETER, 
STERILE SIZE, FG 
22 Length 50 cm (min.) 
Sterile Catheter, Single Use, for 
Urinary Drainage (Foley Balloon 
Catheter), 2 

Way, Size 8 FG,conform to 
BP,Balloon capacity 3- 


Sterimed Medical 
Devices 


Royal Surgicare 


Royal Surgicare 


Sterimed Medical 


y 27.85 
Devices 
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6021 


Sterile Catheter, Single Use, for 
Urinary Drainage (Foley Balloon 
Catheter), 2 _ 

Way, Size 10 FG,conform to 
BP,Balloon capacity 3- 

5 ml/30-50 ml 


RC027 


& 
KN 
RC027 


RC027 


. 6022 


Sterile Catheter, Single Use, for 
Urinary Drainage (Foley Balloon 
Catheter), 2 

Way, Size ,16 FG,,confom to 
BP.,Balloon capacity 3- 

5 mV/30-50 ml 


Sterimed Medical 


Devices 


Sterimed Medical 


17. 
Devices 05 


6023 


6024 


6025 


Sterile Catheter, Single Use, for 
Urinary Drainage (Foley Balloon 
Catheter), 2 Way, Size 
,18FG,conform to 

Balloon capacity 3- 5 ml/30-50 ml 


Sterile Catheter, Single Use, for 
Urinary: Drainage (Foley Balloon 
Catheter), 2 Way, Size 
20FG,conform to BP,Balloon 
capacity 3- S ml/30-50 ml 
Sterile Catheter, Single Use, for 
Urinary Drainage (Foley Balloon 
Catheter), 2 Way, Size 

,22FG conform to BP,Balloon 
capacity 3- S ml/30-50 ml 


Sterimed Medical 


17.05 
Devices 


Sutures [ridia Pvt. 


Ltd. 18.92 


Sutures India Pvt. 


Lud. 18.92 


Sterile Catheter, Single Use, for 
Urinary Drainage (Foley Balloon 
Catheter), 2 Way, 24FG 

conform to BP,Balloon capacity 3- 
S ml/30-50 ml] 


Sutures India Pvt. 


Ltd. 18.92 


63 RC027 


INFENT FEEDING TUBE SIZE, 
TOFG 

LENGTH 50 cm min, Sterile 
singly packed in blister 


Royal Surgicare 3.04 


INFENT FEEDING TUBE SIZE, 
8FG 

LENGTH 50 cm min, Sterile 
ingly packed in blister 


Royal Surgicare 


64 RC027 


61 RC027 
62 RC027 


INFENT FEEDING TUBE SIZE 
SFG, 

LENGTH 50 cm min, Sterile 
ingly packed in blister 


Royal Surgicare 
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cm long smooth kink resistant 
tubing ,21 G needle, 


sterile disposable perfusion set { 
infusion sct } with airway and 
needle { paediatric use 

} soft and smooth kink resistant 


RC027 6030 
RC027 6031 
PVC tubing 
23 G needle, 


sterile disposable infusion sct with 
RC027 6032 {microdrip {].V.} ,,150 cm long 
smooth kink resistant tubing 


Sterile Disposable (Single Use) 
RC027 6035 Teflon! PTFE L1.V. Cannula with 
- integrated 3 Way stop cock. Size 
18G 


RC027 6036 
RC027 6037 
RC027 6038 


RC027 6039 
Absorbent gelatin sponge IP 66, 


73 RC027 6040 
- should be sterilized 


Sterile Disposable (Single Use) 
Teflon! PTFE 1.V. Cannula with 
integrated 3 Way stop cock. Size 
20G 


Sterile Disposable (Single Use) 
Teflon! PTFE L.V. Cannula with 
integrated 3 Way stop cock. Size 
226) 


Sterile Disposable (Single Use) 
Teflon! PTFE LV. Cannula with 
integrated . Size 24G suitable for 
paediatric & neonatal use 


NASAL OXYGEN CANNULA { 
SET }, TWIN BORE { 
ACCESSORY FOR 
COMPRESSED 

AIR BREATHING } ALL SIZE { 
ADULT & PEDIATRIC } Soft 
and kink resistant PVC tubing 
Tube length 200 cm 


SIZE 80mm x 50 mmx 10 mm. 
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sterile disposable perfusion set with 
airway and needle { adult use },150 


74 RC027 6042. Blood administration set / Blood 
K transfusion set 


Royal Surgicare 


Royal Surglcare 


One Poly Medicure 


Romsons 

Scientific & 
Surgical Industries 
Pvt. Ltd. 


Romsons 

Scientific & 
Surgical Industries 
Pvt. Ltd. 


Romsons 

Scientific & 
Surgical Industries 
Pvt. Ltd. 


Poly Medicure 


Romsons 
Scientific & 

Surgical Industries 

Pvt. Ltd. 


Aegis 
Lifesciences 


ಗಂಡ! ಟಂ 


RYLE "S TUBE / 
NASOGASTRIC TUBE SIZE 
10,Soft, 

kink resistant PVC 

RYLE "S TUBE / 
NASOGASTRIC TUBE SIZE 12 
Sofi, 

kink resistant PVC tubing for 
atraumatic intubation Marking at 
50, 60, 70 cm from tip 

Length 105 cm 


RYLE "S TUBE / 
NASOGASTRIC TUBE SIZE 
14,Sofi, . 

kink resistant PVC tubing for 
atraumatic intubation Marking at 
50, 60, 70 cm from tip 

Length 105 cm 


Royal Surgicare 


Royal Surgicare 


Royal Surgicare 


RYLE "S TUBE / 
NASOGASTRIC TUBE SIZE 
16,Sofi, 
kink resistan PVC tubing for 
atraumatic intubation , Marking at 


Royal Surgicare 


RYLE"S TUBE / 
NASOGASTRIC TUBE SIZE 
18,Soft, ' 
kink resistant PVC tubing for 
atraumatic intubation ,Marking at 


“150, 60, 70 cm from tip 


Length 105 cm 


Sterimed Medical 
Devices 


Chromic (3/8 Cir RB Needle 
40mm, Length 76 cm), USP - 1/0 


Chromic (2 Cir RB Needle 20mm, 
Length 76 cm), USP - 3/0 


Stericat Gutstrings 


Stericat Gutstrings 


Chromic (|/2 Cir RB Needle 30mm, 
Length 76 cm), USP - 2/0 


Chromic (1/2 Cir RB Needle 30mm, 
Length 76 cm), USP - 1/0 


Length 76 cm), USP - 1/0 


“ 


Page 10 


ಗ 
RS 3 


Stericat Gutstrings 


. |Stericat Gutstrings 


Chromic (/2 Cir RB Netdle 40mm, 


Stericat Gutstrings 


j [ 


Chromic (3/8 RB Needle 30mm, R , 
4 . 
RC027 8006 Length 76 cm), USP - 2/0 | One IStericat Gutstrings 23.33 
Chromic (1/2 Cir RB Needle 45 R K 
Wi RC027 8007 Length 100 om}, USP - 1 One [Stericat Gutstrings 31.25 


Chromic (3/8 Cir RCutting Needle 
RC027 8008 26mm, Length 76 cm), USP - 3/0 27.17 . 
Stericat Gutstrings 23.42 


23.8 
25,25 


29.33 


One IStcericat Gutstrings 


ABSORBABLE SURGICAL 
SUTURE { SYNTHETIC } 12 Cir 
RB NIDDLE 20 mm LENGTH 70 
cm 


ABSORBABLE SURGICAL 
SUTURE 
{ SYNTHETIC } 1/2 Cir RB 
NIDDLE 30 
mm LENGTH 90 cm, USP -2/0 


One . |Stericat Gutstrings 


ABSORBABLE $ 
SUTURE 

{ SYNTHETIC } 1/2 Cir RB 
NIDDLE'30 
mm LENGTH 90 cm, USP - 1/0 


URGICAL 


Stericat Gutstrings 


\ 


ABSORBABLE S 
SUTURE 

{ SYNTHETIC } 1/2 Cir 
TAPERCUT NIDDLE { HEAVY } 
40 mm LENGTH 90 cm, USP -1 


URGICAL 


One Stericat Gutstrings 


ABSORBABLE SURGICAL 
SUTURE 

{ SYNTHETIC } 1/2 Cir RB 
NIDDLE 40 

mm LENGTH 90 cm, USP -1 


One |Stericat Gutstrings 


ABSORBABLE SURGICAL 
SUTURE 

{ SYNTHETIC } 1/2 Cir RB 
INIDDLE 20 

mm LENGTH 70 cm, USP -4/0 


Stericat Gutstrings 


ABSORBABLE SURGICAL 
SUTURE { SYNTHETIC } {1/2 
Cir RB NIDDLE 40 mm 
LENGTH 90 cm} 
ABSORBABLE SURGICAL 
SUTURE 

{ SYNTHETIC } 1/2 Cir RB 
NIDDLE 40, USP - 1/0 


Stericat Gutstrings 


Stericat Gutstrings 


Page 11 


ABSORBABLE SURGICAL 
SUTURE 

{ SYNTHETIC } 3/8 Cir 
CUTTING NIDDLE 22 mm 
LENGTH 45 cm, USP - 3/0 
lAbsorbable Surgical Suture 
(Synthetic) 3/8 Circle Cutting 
16mm Needle, Suture Length 70cm 
USP -4/0 


Stericat Gutstrings 


Lotus Surgicals 


silk { 3/8 cir Reverse CUTTING 
NEEDLE 26 MM, LENGTH 76 
cm 

}, USP - 30 


Stericat Gutstrings 


silk { 3/8 cir Reverse CUTTING 
NEEDLE 45 MM , LENGTH 76 
cm 

}, USP -2/0 


Stericat Gutstrings 


silk { 3/8 cir RB NEEDLE 20 MM 
» LENGTH 76 cm } 


Mco Hospital 
Aids Pvt. 


y Ltd. 


silk { 3/8 cir RB NEEDLE 16 MM 
\ LENGTH 76 cm }, 


Polyamide (3/8 Cir Micropoint 


1 Mco Hospital 
Aids Pvt. 
Ltd. 


Needle 45mm Length 70 cm.) 


Round Body ,6mm Length 38 cm} ‘ ls Ses: ಅಡಗರ 
Polyamnide (3/8 Conventional , ಮ 
Cutting Needle 16mm Length 70 One .[Stericst Gutstrings 
cm), USP - 3/0 Js 
POLYAMIDE { 3/8} A — 
conventional cutting needle 19 mm One Lotus Surgicals 
length 60 cm, USP - 4/0 ‘ 

POLYAMIDE { 3/8}, USP - 5/0 One Lotus Surgicals 
Polyamide (3/8 Cir R Cutting 

Needle 45mm Length 70 cm.), USP One 

- 200 

Polyamide (3/8 Cir R Cutting 


POLYAMIDE { 3/8} 

cutting spatulated edge needle, 
double arm needle 6 mm, suture 30 
-42 cm, 


One 


Stericat Gutstrings 
Mco Hospital 
Aids Pvt. 
Ltd. 
Aurolab 
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POLYPROPYLENE { ; 
1/2 Cir RB 13 mm needle , length 
75 cm DOUBLE Arm, USP - 5/0 


Lotus Surgicals 


POLYPROPYLENE { 3/8 Cir RB 
DOUBLE 
8mm needle 60 cm, USP - 7/0 


POLYPROPYLENE { 3/8 Cir RB 
16 mm needle length 70 cm 


POLYPROPYLENE { 1/2 Cir RB 
needle 30 mm length 90 cm } 


POLYPROPYLENE { 1/2 Cir RB 
heavy needle 45 mm length 90 cm 


Lotus Surgicals 


Mco Hospital 
Aids Pvt. 
Ltd. 
Mico Hospital 
Aids Pvt. 
Ltd. 


Stericat Gutstrings 


POLYPROPYLENE { 1/2 Cir RB 
DOUBLE 

needle 17 mm length 90 cm, USP - 
5/0 


Lotus Surgicals 


POLYPROPYLENE { 

1/2 Cir Tapercut double needle 25 
mm leanth 90 cm} DOUBLE 
ARM, USP -2/0 


POLYPROPYLENE { 

3/8 Cir CONVENTIONAL 
CUTTING PC-3 NEEDLE 15 MM 
LENGTH 60 CM}, USP - 6/0 


POLYPROPYLENE { 
3/8 Cir RB 13 mm needle length 90 
cm DOUBLE ARM, USP - 6/0 


POLYPROPYLENE { 1/2 Cir RB 
DOUBLE needle 16 mm length 90 
cm 

POLYPROPYLENE { 3/8 Cir 
CUUTTING 

needle length 25 cm LENGTH 45 
CM, USP - 3/0 
POLYPROPYLENE { 1/2 Cir 
REVERCE CUTTING needle 45 
mm length 100 cm | 


POLYPROPYLENE { , 
3/8 Cir RB 8 mm DOUBLE needle 
SUTURE length 70 cm, USP - 8/0 


Lotus Surgicals 


Lotus Surgicals 


Lotus Surgicals 


Mco Hospital 
Aids Pvt. 
Ltd. 


Lotus Surgicals 


Mco Hospital 
Aids Pvt. 
Ltd. 


KR KS 


Lotus Surgicals 
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POLYPROPYLENE { 
1/2 Cir CC 13 mm needle, 


122 RC027 8055 


SUTURE LENGH OF 70 om Lotus Surgicals 94.23 
DOUBLE ARM., USP - 6/0 
POLYPROPYLENE { 1/2 Cir CLE 
Mco Hospital 
3 2 

12 RC027 8056 Aids Put. Ltd. 29.75 
POLYPROPYLENE { 1/2 Cir RB Sut India Pvt 

124 | RC027 | 8057 [25mm needle SUTURE length 75 | One |S Ss 82.19 
cm DOUBLE ARM. ’ 
POLYBUTYLATE / SILICON " 
COATED POLYSTER BRAIDED 

125 RC027 8059 |white {1/2 cir Tapercut ,17 mm One Lotus Surgicals 98.58 
double needle length 90 cm }, USP 
2/0 
POLYBUTYLATE / SILICON 
COATED POLYSTER BRAIDED 

126 RC027 8060 jgreen/ blue { 1/2 cir Tapercut ,17 Lotus Surgicals 98.58 
mm double needle length 90 cm }, 
USP -2/0 


POLYBUTYLATE / SILICON 
COATED POLYSTER BRAIDED | 3 
K GREEN/ BLUE { 1/2 K 
127 RC027 8061 cir Tapercut ,17 mm double needle One Lotus Surgicals 113.12 
¥ length 90 cm } double arm with, 
USP -2/0 — i 


POLYBUTYLATE / SILICON 
COATED POLYSTER BRAIDED 
GREEN/ BLUE {1/2 
2 [cir Tapercut ,25 mm double needle One Lotus Surgicals 113.12 
length 90 cm } double arm with 
PTFE pledgets size 6 mm x 3mm x 
1.5 mm, USP -2/0 


128 RC027 


COTED POLYSTER BRAIDED { 

GREEN/ BLUE } SIZE 3/0 1/2 

cir Tapercut ,25 mm double needle 
” [length 90 cm, USP - 3/0 ಮ 


806 
-129 RC027 8063 One Lotus Surgicals 72.32 


> |Polyglecaprone’ 1/2 circle oval RB | 
neele 26 mm , needle , suture length One Lotus Surgicals 96.48 
of 70 cm. },.USP -2/¢ 


130 
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Polyglecaprone 
/Polyglyconate (1/2 Circle Oval RB 
Contrast Needle 26mm, suture 
length 70cm), USP - 3/0 
Polyglecaprone /Polyglyconate (3/8 
Circle Cutting 25nim Needle, 
Suture Length of 70cm) 


131 RC027 8065 


(a) Skin Grafting Knife Blade 
(Sterile) made of carbon steel or 
stainless steel material 158 mm 
long individually wrapped in 
wrapper corrosion inhibitor paper 
in single packet, in packs of 10. 
The edge must be sharp enough to 
cut the skin in a single shave and 
should snugly fit in the handle 


FACE MASK , DISPOSABLE 
Should i ) 

be manufactured from non woven 
poly, prop fabric Should be 3 ply 
construction ,Should have high ” 
Bacterial filtration efficiency 
Should be heat sealed to keep 3 
layers together Standard Size 

17.5 x 9 cm Colour Green / Blue 
There should be a string each at all 
four cor ners, length of string 
should be 40 cm 


URINE COLLECTING BAG FOR 
NEW'BORN / PAEDIATRIC 
URINE COLLECTING 

BAG Should have suitability for 
both male and female patients 
Capacity 100 ml Sterile 


135 RC027 8081 


136 RC027 8082 


UMBILICAL CATHETER { FOR 
NEW BORN } ALL SIZE With 
female flexible mount } 

Open tip should be soft, rounded, 
atraumatic ,Length 40 cm 
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Ltd. 


Ltd. 


Ltd. 


Lotus Surgicals 85.85 


Mco Hospital 
Aids Pvt. 


Medicare Products 


Vinayak 
Manutrade 


Angiplast Pvt. 


Angiplast Pvt. 


50.14 


4.63 


a--Sanitary Napkin, Beltless 1. 
Covering - Covering of the 
absorbent filler shall be good 
quality knitted sleeve or non-woven 
fabric which has sufficient porosity 
to permit the assembled napkin to 

“| meet the absorbency requirements. 
The napkins shall have a non 
absorbent barrier on one side which 


shall have an identifying mark Pack (6 
indicating the side of the barrier.2. | napkins 
Absorbent Filler — The filler per pack) 


material shall consist of cellulose 
pulp/ wadding, and shall be free 
from lumps, oil spots, dirt or 
foreign material, etc.3. Back Strip — 
A back strip for sticking the ' 
sanitary napkin onto the underwear 
should be there‘ Using 200d quality. 
adhesive material. 47 
Size - Thé size of ~~} 


7 
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Vinayak 
Manutrade 
3 


11.46 


b--Sanitary Napkin, Belt-type 1. 
Covering — Covering of the 
absorbent filler shall be good 
quality knitted sleeve or non-woven 
fabric which has sufficient porosity 
to permit the assembled napkin to 
meet the absorbency requirements. 
The napkins shall have a non 
absorbent barrier on one side which 
shall have an identifying mark 
indicating the side of the barrier. 

2. Absorbent Filler - The filler 
material shall consist of cellulose 
pulp/ wadding, and shall be free 
from lumps, oil spots, dirt or 
foreign material, etc. 

3. Size - The size of absorbent 
section / complete sanitary napkin 
shall be as follows: ( in mm} 
Absorbent section Pad Length 220 
+ 10 Width 70 +_S Thickness 17 
+3 » 

4. Weight: 12+ 3 gm 

5. Pack ~ Six napkins in 


Pack {6 
Napkins 
per Pack) 


Vinayak 


" Manutrade 


Ls 
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Generic Name 


Unit Size { MRP 


1 3 Acetlofenac ‘ong and Paracetamol 325 mg Tablet 1's 


: Aceclofenac Tablets pS ‘ong 


ತಿರ Pregadaln pes ong 


4 H Aceamiapen 326mg * Tramadol ol ydrchioride: 37. 78a film coated Tablet 


; ASPIRIN Tablets Ip 150 mg 


6 DICLOFENAC S 50 mg PARACETAMOL 325 mg+ CHLORZONAZONE 5 500 mg Tablets § 0's 


& 


7 : Diclofenac Gel IP P iDidofenac Dieryarine Nx: Sui) 


J 
58 8 Diclofenac Sodium 50mg + Serratiopeptidase 10mg Tablet 
7 ೫ p ki NS 

1 33. 9 Diclofenac Sodium {SR} 400 mg Tablet 


Diclofenac Sodium 25೫g pr ml inl. Ip 


: Dictofenac Gastro Reslstant Tablets IP 50 mg 


Etoricoxilb Tablets IP 120mg 


Etoricoxilb Tablets IP 90mg 


14 iron 400mg + + Paracetamol 325 ng Tablet iW | 6 
15 Dupre 200mg fim coated Tablet 3 
16 ; pron 400 mg fi rim coated Tablet 5 


H Indomethacin 2 25mg 


; uinromyn 250 mg Flim Coated T Tablet IP 6's 


; 40 
19 Nimesulide 100 mg and Paracetamol 325 my Tablet | ಸ್‌ § ; 10's 
20 Nimesulide BP 100 mg Tablet ' § es 1 
py y Diclofenac Sc Sodium 50 mg and Paracetamol 325 mg Tablet 4% § } My ರ | 1s '. : 
; ; Paracétaisol Suspension IP ; 125mg! y | ps ml Hl | 
Paracetamol Tablets IP Soomg § ' | ' | ' es : 5 ; 
janaushadhigovirvProduciList aspx § CA KN i ' f a3 
t 
ಎ K x 


3/12/2020 


| 
| 
| 
j 


24 


35 


36 


37 


47 


48 


; Pentazocine Injection IP Junin? 


Tramadol Hcl 100 mg in) 


f ತeralopepidace Tablets IP 10 my 


Tramadol Hci ciinjction 5091 1 ml 


"| Tramadol 5 50 mg Tablet 


cso ong Tablets 


i Amikacin Injection Ip Sogn 


- Amikacin Injections IP 250m 


; Amikacin ikctons IP 250mm! 2m 


Simeprie 2 mg + Metfornin HCL 500 mg SR Tablets 


: Amoxycillin 1000mg and Potassium Clavutanate {Clavulanic acid 200 076) Injection IP 


. Amonycilin soomg ian acid 100mg Inj. 


Metformin HCL 500 ‘ng PR and Gimp 2 9 Tablets IP 


¥ 
AS: 


; Amoxyoliin 250mg + Cmaciin 250mg ೦ 


Amoxriin olaperable Tablets IP ‘25mg 


; amon 125mg) Sm oy Smo 


amonycilin Capsules [2 250mg 


; Amoxycilin ಲapsales [2 50019 


{ Ampicilin icon IP 500 mg 


Azitromycin (00ngy 5m) ವuzpension 


puithcomycin 100 mg DT Tablet p 


Janaushadhi.goviniProductList.aspx 


Bureau of Pharma PSUs of India (BPPH), Government of India 


) Amoxycilin $0019 + Clavulanic acid 125 ing film coated Tablet 


i Amoxil 2 200 mg, Clavulanic acid 28.5 mg #Sml oral ಪಟಗಳು 


1 


u\ 


$m 
ss 
105 33 
aml vial 12 
amt Val 1 
| amval 25 
; Re 
2 
Vial with 
{wr 
30 


Vial with 


} WL 


Vial with “ 
© Wy 


5's. 


10's i 24 


i eom_ 07 
Ws {on 
0s 29 
! 7 

13 
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49 | Aitronyen 250 mg film coated Tablet (P 


51 » Cefadroxil al Deperaible 7 Tablets 230g. 


82 Cefadroxil soi Film Coated Tablet 


53 ; Cefixime oral unpens n IP songs 


Cefixime film coated Tablets IP > 100mg 


{ Ceflxime 200 mg Film Coated Tablet IP 


56 Cefoperazone 1gm + Sulbactam 1gm inj. 


§1 | Cefoperazone §00mg+ Sulbactam 500 mg Inj. 


Cefotaxime Sodfum 500 mg ction [a 


| Ceo film coated Tablets IP p 20009 


; Ceftazadime Iecton Ip 10009 
 ceftazadime ve injection IP 250 mg 
- Ceftazadime econ IP 500 79 


Ceftriaxone 1000mg* ‘ulbactam 500 mg ny. 


: Ceftriaxone 1000mg + Tazobactum 125 mg Inj. 


; Azithromycin 500 mg Film Coated Tablet iP 


janaushadhi.gov.nfProductList.aspx 


58 Cefoperazone Injection IP 1gm 
59; Cefotaxime Sodium 1 gm+ Suibactam Sodium 500 mg In]. 
60 cefotaxime Sodium ತಂತ sulbactam Sodium 125 mg Inj. 


Cefotaxime Sodium 5001- + sulbactam S Sodium 250 mg Injection 


| cetpodorime proxetll 100 mg Dispéraine Tablet IP 


§ Vialwith y 
iw 
‘ Viaiwith : 
‘wu 1 
ಮ | 
hal with | { 
WFL pe 
Vial with“; 
i Wr ' pr 
+ Malawi i 10 


Viat & wii 


Vial & wii 
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Bureau of Pharma PSUs of India {(BPP1}, Government of facia 


Ceftriaxone 250 mg + Sulbactum 125 mg injection with WFI 


{ ceftriaxone 800mg with Sutbactum 250imy Injection 


, Ceftriaxone Infection IP 1g 


* Ceftriaxone injection IP 250 mg 


” Ceftriaxone injection IP 500 mg 


Cefuroxime Axetil 250 mg Film Coated Tablets IP 


Cefuroxime Axetil 500mg Film Coated Tablet Ip 


Cephalexin Disperstble Tablets IP 125mg 
Cephalexin Capsules IP 250mg 

, Cephalexin Capsules IP $00mg 

4 . 


Ciprofloxacin 250mg + Tinidazole 300 mg film coated Tabtet 


Ciproftoxacin 500mg + Tinidazole 600 mg} film coated Tablet 


Ciprofloxacin 250 mg fim coated Tablet 1p 
Ciprofloxacin 500 mg Film Coated Tablet IP 

Clotrimazole 1% whw cream 

Co+nimoxazote {Sulphamethoxazote 200 mg + Trimethoprim 40mg ' ml) Susp 
Co-4rimoxazole -DS {160 mg + 800 mg} Tablet 

Cosimoxazole- Pead. (20 mg + 100 mg} Tablet 

Doxycycline Capsules IP 100mg | 

Enfthromycin Stearate 250mg Film Coated Tablets IP 

Gentamycin Sulphate tnfectlon IP 80 mgf 2m} 

Levofloxacin film coated Tablets IP 250mg 

Levofloxacin fii coatcd Tablets IP So00mg 

Meropenem Injection IP 1gm 


Norfloxacln 400 mg + Tinidazote 600 mg film coated Tablet 
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Bureau of Phama PSls nf ladiin (RPP, Gavemment of India 
Norfloxacin 400 mg flim coated Tablet KN ' 
Ofloxacin 200 mg + Omildazole 600 mgr film coated Tablet 
Ofloxacin film coated Tablets IP wong 
Ofloxacin Tablet IP 400 mg film coated Tablet 
piperacillin 4gm + Tazobactum 0.5 gm Injection IP 


Roxlihromycin (50 mg! Sml} Susp. 


Roxithromycin Tablets IP $50 mg Fim Coated 


Roxithromycin 300 mg film coated Tablet 
Tinldazole 300 mg film coated Tablet 


Tinldazote film coated Tablets (P 50009 


Vancomycin injection P 500 mg 


Adapatene 0.1%kwiv OIntment 


Beclomethasone Dipropionato IP 0.025 % whw Clotimazole IP 1 % ww. Gentamycin Sulphate 0.4 % whe 


Beclomethasone 025% Neomycin 0.5% wiw Cream 
Calamine Lotlon 
CHLORHEXIDINE MOUTHWASH IP 0.2 % wiv 


Clobetaso) Proplonate IP 0.05 % wiw Cream 


Fusidic Acld Cream 2%whw 


Ketoconazole 2% whw Lotion 


Povidone todine 5% wiw Ointment USP 
Povidone Iodine S%wiw Olntment 
Povidon¢ lodine 10 % Sotutlon IP 
Povidone lodine 5 % Solution 
Povidonc Iodine 7.5% Solution 


Chlorhexidine Gluconate 4.5% why, Cetrimlide 3% wily Solution 
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Bureau of Pharma PSUs of India (BPPI), Government of India 


Silver Suiphadiazine IP 1% wiw Cream 20 gm 
Silver Sulphadiazinc IP 1% ww cream 500 gm 


” Glibenctamide 2.5 mg Tablet (Scored Oval} 


Glibenclamide $ mg Tablet {Scored Ovat} 


- Glilazide 40 mg Tablets p | 
Gllctaxide 80 mg Tablets (P 
Guimeperide Tablets IP img 
Glimeperide Tablets IP 2mg 
Siiplide 5 mg Tablet 1p 


INSULIN INJECTION IP 40 Wim neuin Human Recombinant) 


INSULIN INJECTION QNSULIN HUMAN SOLUBLE 30% tISOPHANE £70೪). 40 WML 


Metformin Hydrochloride 1000 mg SR Tablets IP 


« Metformin Hydrochloride Tablets IP S00mg 


Ploglitazone 16 mg Tablets IP 


1 Ploglitazonc 30 mg Tablets IP 


Metformin 500mg SR +Piogtitazone 15mg Tablet 


Bleomycin Injection IP 15mg 


1 Clsplatln Injection IP10 mg 


Cisplatin injection BP S0mgi50m 
" Doxorubicin Injection IP S0mg | 
Etoposide 100 mgiSml inj. 
* Gemcitabine 1000 mg Injection IP 
Gemcitabine tnjection IP 200mg 


Tamoxifen Citrate 10 mg LP Tablets 


Tamoxifen Citrate 20 mg LP Tablets 
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Bureau of Pharma PSUs of India (BPP). Government of india 
Ciprofloxacin {2mgimt) Infusion 


Mannitol Injecttons IP 20%wiv 
" WANNITOL 20% 
” yheironldazole 6 mgtml Intuslon 
\ Sterile Woter for Infection § ' ' ರ್‌ 


y . 
1 Albendazole Suspension {P 200 mg! SmI 


ALBENDAZOLE 400 mg + IVERMECTIN 6 mg Tablets , 
Bisacodyl Tablets IP 5mg K 
YRICHOLINE CITRATE 275 mg+ CYPROHEPTADINE HCI 2 mgfSml SYRUP ' 


, Dicyctomine Tablets IP 10mg 


A i 


Paracctamo! 325 mg,Dicyctomine HCI 20 mg Tablet 


, Gomperldone 10 mg Tatict 


Dಂmpೀಗೆರೆಂಗc 5 mg. 1 5 miIP Suspension 


. Aluminium Hydroxide +Mg. Hydroxide+ Act. Dimethicone (25mg +250mg+60mg)Tablets 
Famoildine 20 mg Tab p 
Famotldinc 40 mg Tablets f 


Furazotidone IP 100 mg Tablet 


vn 


Hyoscine Butyl Bromide 10 mg film coated Tablet 
4 . -. . 
tsapgo! Psyllium Husk 


LACTOBACILLUS SPOROGENES 60 MILLION SPORES TABLETS 


Lactulose 10 915 ml Syrup K 


Oned Atumlnlum Hydroxide IP250mg, Magnesium Hydroxide IP 250mg, Activated Methyl Polysiloxane §0/5ml Suspension 


Metoclopramide 10 mg 1.P Tablets 


i Metoclopramlde Injection IP 5mgiml 


Mctronidazole film coated Tablets IP 200mg 


janaushadhi govir/ProductList.aspx 


132 «4 


28 


843 


[a 


3/12/2020 Bureau of Pharma PSUs of india {BPPl), Government of Indig 


202 Metronidazole film coated 4 Tablets Ip aomg 


203 Misoprosiol tablets IP 200 meg Film Coated 


omerauis ಗ” + Domperidone 10 10 mgtP Capsules 


: Oneprarate 20mg IP 3p5ules 


Ondansetron 2 . mgim! inj. : 


Ondansitron Tablets IP ang 


: omidazaie film coated Tablets IP 500mg 


; Punioprane Enteric coated Tablets IP FP 40mg 


; Pantopraccl imcion ‘ong 

; faecal 20 mg and ಡರಂಉಗರಂಾ: SR 30 mg mg Cole 
| Raboprazole Gastro-resistant Tablets FF 20g | 
. Ranitidine eis ng’ amp wy 


; Rant 


ine HCI. 150 Dmg film coated Tablet 


; Ranitidine HCI film coated Tablets song 


Calcium Carbonate 250mg (Cacum soong)« + Vitamin D3 250 iu film coated Tablet 


; PYRIDOXINE HCI 10 mgrD DOXYLAMINE 10 ) mg + FOLIC ACID 25 mg Tablets 


Sp of Iron and Folic Acid in a flavoured Base 


Poin raphlacic NFI 


Haematinic syrup of Iron, Folic acid and Vitamin B12 N 


Vitamin Comet (01 82,86, ನರ & Vitamin *C° with Zinc 22. 225mg Capsule 


Vitamin B- Comex 97 


Vitamin Chewable ‘wong Tablet 


195 | 235 " BUDESONIDE RESPULES 0.5 MG/m 
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2 196 236 Budesonide 100 ರ ಉಂಲ್ಯರಂಸe inhaler « ; 200MOl 131; 
| 197 | 238 ; Budesonide 200 ಗಂ್ರ!ಂ5ಆ Inhater { 200md 165 
198 1 i Cetirizine 6 ng’ 5 mh) Ip Syrup H 60 ml iu 


- Cetriine ‘omg film coated Tablet ws {og 


Cough srr Deven. 14 mg. + A.Chl.135 mg. + Sod.Cit.57 mg. + Menthol IP 0.3 mg. § 110 mi 


| Soon and Mecphyline ii (84. 70925: 39) miami 


! opin a and Theophytine Tablets 


: Fexofenadine 120 mg film coated Tablet 


Fexofenadine 180 mg film coated Tabiet 


: Levocetrizine film coated Tablets IP 5mg H 10's 


po 250 Montelukast Sodium Tablets IP ono 


251 


| 
j 
| 


WR 
| 


Montelukast Sodium Tablets IP 10mg 


\ | 252 Levocetrizine Sma and Montelukast Sodium 10mg 1.P Film Coated Tablet i 
| 253 Pheniramine Maleate 26 mg ; 
| 264; Promethazine  (SmolSrmly Mp 
; 235 ; Salbutamol 1 100 meg P Inhaler § 
: | 256 salbutamol Tablets IP pe 
fg | Salbutamol 2mg IS Syrup 
| | 260 ; Salbutarnot 4 mg tis - 
} 
{i 25 
; po ine 919: and Atenolol 50 mg Tablet 
| 24 Amodiine Tablets IP Pn § 
| 265 Atenolol Tablets IP 50 mg 
+ _. 


Atorvastatin 10mg film coated Tablet IP 


Atorvastatin FC TabletS IP zomg 10's 10 
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im ' 268 ! clonidine 0- 1mg Tabs 
| 2 “f 3 . Copiogrel Tati P75mg 
ನಟ 
೫ | 2೫0 F Aspunin 76mg» CLOPIDOGREL 75 mg Tablets 
mm Diliozem 30 mg LP Tablets 
r Pa m Ditazem Somg LP Tablets 
Bm ” T oomuamine injection IP 250mgf20mt 


ವ 


ro 
227 | 274 4 Dopamine HCI 200 mes lal. 


215 | Enalapril §mg Tablets 


28 ! 
A 1 ee — 
೫9 f 276 y Enoxapann 40 ೫4 mi LP Injection 


" enoxaparin 60 m5 min) 


* Frusomide (10 mg’ mb 


: Frusemide 40 mg tablets 


23; 280 } Heparin Sodium 1000 1 1U/ mi LP imiection 


ಪ ಟಾ ಪಂ 
234 Pl 281 H Heparin) Sodtum 5 5000iuf mt i 

235 283 $ “bosimiat Dinitrate Tabicts IP 10mg 
mera Tab 

6" 285 " AMLODIPINE 5 MG + LISINOPRIL 5 MG TABLETS 


Cr PES CR _. 

237 286 , Lislnoprtt Tablets IP smg 

ಫು tr 
287 Losartan 50 mg and HydroChorthalzide 12.5 mg Tablet 


J 

239 l 268 ” Losartan flim coated Tablets IP 25mg 
i 289 T Losartan Potassium Film Coated Tablets IP 50 mg 
i 290 | Metoprolol 25 mg LP Tablet 
! 291 i Mctoprolo! oxtended released Tablets iP 50mg 


Ramipil Tablets IP 2.5mg 


243 } 293 
24 H 284 +» Ramiprll Tablets Ip 85mg 
245 295 ” Simvastatin Tablets IP 10mg 
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[2 246 ; 2 Simvastatin 20 mg Tablets ' ps | ] 
| 7 F " Tetmisartan ‘ngs Hydrochiortiazide 12.5 mg Tablet KA ' Re 10's i 
| 248 | Telmisartan Tablets IP 20m ಮ REE 3 K H | 
| £ pe ಸ Telmisartan Tablets IP 40m 


Tranexamic Acid | Tablets IP 500 mg 


Tranexamic Acid 500 ongsm IP injection 


Arteether 150mg in] 


; Oorvqulne Phozphate 250 mg film coated Tablet 


Disodium hydrogen Citrate (Waser 14 omen syrup 


; oral Rehydration 3 Salts Citrate. IP 20.5 oM (who Formula} Sachet 


Alprazolam Tablets IP 0. 251g 


Aazolan Tablet IP 0. mot Uncoated 


ಫಿ Betahistine Tablets iP P amg 


; Cafamaresine ‘oong’ Tablet 10's 


H Catamaztpine Tablets IP P zooms { ೫ 10's 


261 319 H Clonazepam Tablets IP 0.5 mg A ೫ 10's 
262 320 Diazepam Tablets Ip Smg 10's 
263 321 Esctalooram 10 mg! LP Tablet % 1 10's 


Esc italopfam 20 mg LP Tablet i 10°5 


Flunarizine 10 my Tabs 


£ Flunarizine 5 mg Tabs 


Methyl Ergometrine Tablets IP 0.125Smg 


327 , PHENYTOIN Tablets IP 100 mg 


ಬ 
} 
3 
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Bureau of Pharma PSUs of India {BPP}, Government of india 


Prochlorperazinc Tablcts IP Smg 


Prednisolonc Tablets IP 5 MG 


Prednisolonc 10 mg Tablet 


Thyroxine Sodium 100 mcg IP Tablet 


" Dexamethasone 0.5 mg Tablets 


: Dexamethasone 4mg In). 
Aflopurino! 100 mg 1.P Tablet 


Clomiphene Citrate 50 mg 1p Tablets 


Atropine Sulphate injection IP 0.6mg/m} 


CARBOXY METHYL CELLULOSE EYE DROPS IP 0.5% wiv 


Ciprofloxacin 0.3% wiv Eye Drop IP 


” Gentamycin 0.3% why Eye Drop 


Xylometazoline Nasal Drop IP 0.1%wiy 


Bupivacaine Hydrochloride 0.5% ww Inj. 


” Lignocaine injection IP 2%wiv 


“ Lignocalne 1% + Adrenaline 2%wv Inj. 


Propofol 10 mgiml tn. 


- MIFEPRISYONE Tablets IP 200 mg 
H 
” Oxytocin Inlection IP 5 IUiml 


BIPHASIC ISOPHANE {INSULIN INJECTION IP 40 IUIML {50:50} 
GLARGINE 100 iY { mJ INJECTION 


GLICLAZIDE 80 mg + METFORMIN HYDROCHLORIDE Tablets 500 mg 15's 


VOGLIBOSE Tablets IP 0.3 mg 


| GLICLAZIDE TABS SR 60 MG 


Acarbosc Tablets IP 50 MG 
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"288 


37) VOGLIBOSE Tablets iP 0. ೧2೧ mg j 10's 


METFORMIN HYDROCHLORIDE TABLETS IP PROLONG RELEASE 500 0 NG H 10's 


ARTESUNATE WUECTION 60MG p 1 vial 


{ QUININE SULPHATE TABLETS IP 300 MG FILM COATED TABLETS I : 10's 


£ IMIPENEM AND CILASTATIN INJ IP FP (0onsSoons) Vial & whi 


CLINDAMYCIN CAPSULES IP 300 MG 10s 


; CLARITHROMYCIN Tablets IP 500 mg: 


CEFININE 200 ng + OFLOXACIN 200 WN Tablets 


LINEZOLID TABLETS IP 600 MG 


; CEFPODOXIME 200 ರ CLAVYULANIC ACID 125 mg Tablets 


HRACONAZOLE Capsules 100 mg 


307 } 386 Ditryicarbamazine Tablets IP 50 mg 
p 4 


387 TERBINAFINE 250 MG TABLETS 


39 MOIFLOXACIN T TABLETS 400 MG 


392 


4 GRISEOFULVIN TABLETS IP 250 MG 


KH ACICLOVIR DISPERSIBLE TABLETS IP 800 MG 


: CEFUROXIME 500 mg+- '» CLAVULANIC ACID 1 125 mg gas POTCLAVULANATE 17 Tablets 


; AMPHOTERICIN B INJECTION IP. S0MGIML i j 

1 0 } Ketoconazole Tablets IP 200 mg p ವ i 

315 | 401 } AMOXYCILLIN 250mg WITH POTASSIUM CLAVULANATE 25mg Tablets IP i | | 
|  AMOXYCILLIN and POTASSIUM  CLAVULANATE Tablets IF (7smg*26ms) Ma US 6s 


CLINDAMYCIN INJ IP 300 MG/2 ML R i 


LINEZOLID INFUSION 600 MG/300 ML 


OFLOXACIN INFUSION IP 200 mg /100 ml H 100 ml 130; 
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: NERMECTH TABLETS 12 MG 


H TRASTUZUMAE 1 INJECTION 4 44) MG with Wri 


AZATHIOPRINE TABLETS IP 50 MG 


: METHOTREXATE TABLETS IF IP7.5MG 


: TRANEXAMIC ACID 500 ಗ MEFENAMIC ACID 250 mg Tablets 


: PRAZOSIN TABLETS IP 5MG 
H TELMSARTAN IP 40 Dmg* A AMLODIPINE 5 my Tablets 
ROSUASTATN 7 Tablets IP 20 wm § 
: HEPARIN SODIUM 50+ Benzyl Nicotinate 2 2 mg 1 om ommentcream § 


K ATORVASTATIN 10MG+ CLOPIDOGREL. 75MG CAPSULES 


| NEaNoLol TABLETS 1p IP SMG 
TORASEMIDE Tablets IP 10g § 

i MSOPROLOL 1 TABLETS. 5MG 

' H CARVEDILOL LanLes IP 3.125 sug | 
: Diltiazem Tablets SR (9009 § 


ACENOCOUMAROL TABLETS 2MG 


; DIGOXIN Tablets IP 250 Apg [025mg 1 


[ ATORVASTATIN 1 10 mg* FENOFIBFATES 1 160 mg Tablets IP 


i AMIODARONE Tablets iP 200 mg 


{ Ranip sma + Wdroconbizide 12.5mg Tablet IP 


© OLMESARTAN MEDOXOMIL Tabicts IP 40 my 


ISOSORBIDE MONONITRATE SUSTAINED RELEASE TABLETS 30 mg . 


| PROPRANOLOL Tablets IP 40 mg 


' ROSUVASTATN 10 mg & FENOFIBRATES 160 mg Tablets IP 
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 TELMISARTAN 40 mg CHLORTHALIDONE 12.5 mg Tablets 
437 : NIFEDIPINE PROLONGED RELEASE Tablets IP 20 mg 
- 438 ; INDAPAMIDE TABLETS IP 1.5 MG 


440 METOPROLOL SUCCINATE £5019 * + AMLODIPINE ak TABLETS 


443 , ISOSORBIDE DINITRATE TABLETS IP 5 MG 
353; 444  ENALAPRIL 10 MG + HYDROCLORTHIAZIDE 25 MG TABLETS 
445 : OLMESARTAN 20 mg+ AMLODIPINE § mg Tablets 


447 : MOXONIDINE TABLETS 0.3 NG 


358 ; 449 SPIRONOLACTONE TABLETS IP 25 MG 
: LABETALOL TABLETS1P 100 MG 


! STREPTOKINASE INJECTION 1 IP 1500000 1U 


¢ 362 453 BISOPROLOL 5MG+ HYDROCHLOROTHIAZIDE 6.25 MG TABLETS 
363 | 454 { VALSARTAN TABLETS IP 80 MG ರ 
y 364 455 i VERAPAMIL TABLETS IP 80 MG 
365 pe ATORVASTATIN Tablets IP 40 mg 
p pe ; TORASEMIDE TABLETSIRIOMG | 
458 LABETALOL INJECTION IP 5 ng RFR | 


459 "HYDROQUINONE 2% + MOMETASONE 0.1% + TRETINOIN 0.025 % cream 


: BETAMETHASONE VALERAT 0.1 % wiw + NEOMYCIN SULFATE 0.5 % wiw CREAM 


PN 
£2 
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370 » 462 . BETAMETHASONE VALERATE and CLIOQUINOL CREAM BP (. Sve) 30GM 20.05 
SEN K RN po 
sm; 43  MUPIROCINOINTMENTIP 2% whe "Sem 45; 
32: 45; DOMPERIDONE 30 rng* PANTOPRAZOLE 40 mg Capsulos ISR) 105 2 
373 | 466 " URSODEORYCHOLIC ACID Tablets IP 300 mg 10's 132 
| ; ; i cro.owne 1 19+ MEFENAMIC ACID 250 mg Tablcts 10's 12 
Teacnlus CLAUSN SPORES ORAL SUSPENSION 2 Billon/ 5 ML » Sm 14.57 
+ + - - - 
| 316; 410  PEPSIN OMG DIASTASE 50 MG ORAL LQUID 5 4 ML . 200m 45 
NS - -— pS ee pS - py pS - L 
"sm"; an OXETaCAINE 10 MG+ ALUMINIUM 0,297gm + MAGNESIUM 98 MG /5 ML GEL 200m 40 
i 378 } a2 DouPERDoNE 3086+ ₹S೦HE೧R201E 40MG CAPSULE "Ws 17 
[ 39° 413 { LEVOSULPIRIDE 75 MG PANTOPRAZOLE s0nG caPsuLE a 
/s - - oe KS - - - ee 
RS 380 | 614 , DOXYLAMINE SUCCINATE 10 mg+ PYRIDOXINE HCI 10 mg Tablets u 
SE ps _ ಎ K oe _ 
31, 45 SUCRALFATE SUSPENSION 500 mgiSmi - po 72 
i 
| 382 ¥ 416 ' LQUIDPARAFFIN 1.25 ML+ AILK OF MAGNESIA 3.75ML* SODIUM PICOSULPHATE 3.33MG ISML SUSPENSION 170m} 170 ml Bottle ; ‘rom 52 
| 383 477  CUIDINIUM BROMIDE 2.5 MG* CHLORDIAZEPCXIDE 5 MG FILM COATED TABLETS 10's 9, 
p- : - . K - 1 
«384 7 478‘ SODIUM PICOSULPHATE 10 mg Tablets 1 ws 1 
[3 ‘ > ‘ 
385 478 _ TRICHOLINE CITRATE 550MG*SORBITOL 7.15GM/0ML SYRUP {200m 36 
p [3 ot 
} 
386 ,. 480 LEVOSULPIRIDE75 MG+ ESOMEPRAZOLE 40 MG CAPSULES i ws 1 
‘ - ¢- - : 
387 | 481 : RIFAXIMIN TABLETS BP 400 MG - ws 200 
388 , 482  LEVOSULPIRIDE[SR)75 mg+ RABEPRAZOLE (£C}20 mg Capsules ‘10s 33 ' 
. ) 1 
I 389 I 483  LOPERAMIDE CapsuicsIP2 mg 10s 6, 
{ - $ \ 
[ 390 f 484 ESOMEPRAZOLE Tablets IP 40 mg (ENTERIC COATED} 105 139, 
k p « » 
3, as PROMETHAZINE {FILM COATED} Tablets IP 25 mg 10's 7 
| 392 l 488  ‘ PANCREATIN 170 MG+ DIMETHICONE 80 MG TABLETS ; 10s 42 
33 | 487  DICYCLOMINE 10 MG + DIMETHICONE 40 MG /5 Ml SUSPENSION 30m 15 
| 33, 468 LANSOPRAZOLECAPSULES IP 15 MG [TS 7 
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489 SULFASALAZINE TABLETS BP 1000 MG ENTERIC COATED p 10's 50.26 


491 _ ; [TOPRIDE Tablets 50 mg ಳಿ 
492 SULFASALAZINE TABLETS BP 500 MG ENTERIC COATED 


493 ISPAGHULA HUSK IP 50 GM 2 


494 ISPAGHULA HUSK IP 100 GM " yy py { 


495 FERROUS AMMONIUM CITRATE 160 MG + cvaNo COBALAMINE 75MCG+ FOLIC ACID 0.5 MGHSML SYRUP N H 


p N ws jas] 
N i 
k EE p ಹ H 
$ 498 : FERROUS ASCORBATE 100MG WATH Folic ACID 1.5MG TABLETS 2 10's ೫ 
* 499 " NORETHISTERONE Tablets IP 5 mg ws U4 


“LEVO- THYROXINE SODIUM TABLETS IP 100 MCG 


ಮ % Vial & wi j 
j am : 
" CARBIMAZDLE TABLETS Ip 10 #G ) es 
§ LEVO-THYROXINE TABLETS 1P'50 s0ucd ' 100s 4 
 CARBIMAZOLE TABLETS IP 5G p ws 
|  UEVETIRACETAM Tablets 500 mg ' KS SE 
| MYOROMYCHLOROUINE abletsip 200mg | iW * p 
{ PARACETAMOL 325 mg+ TRAMADOL 37.5 mg Tablets 10s | ‘9 
jms Y | PARACETANOL Tabi’ 60 $50 mg ಗ ip Bg 
| M7 ; 52 ‘ Aceclotenac 100 mg + Paracetamol 325 mg + ತೀಗ 45 mg Tablets ws 
py | 53 PIROMOAI Capsules 20mg (4 We SC § Ky : 
1 as § $14 _ CHYMOTRYPSIN + TRYPSIN (4:8 JENTERIC' COATED TABLETS 100K AU AR KE 2 § 55 | 
jenaushadhigoviniProcducilisL.aspx 3 ವ? ದ K a ) 843 


; MEFENAMIC. ACID SUSPENSION 100 Daim ml 


i ACECLOFENAC Tablets SRICR 200 my 


MocoLoHicosioE 4 4 mg ACECLOFENAC 100 mg Tablets 


7 BACLOFEN” Tablets iP 10 mg 


; Ketorolac T Tromethamine Tablets IP 10mg 


H MEFENAMIC ACID 500 MG+ PARACETAMOL 325 5 UG TABLETS 


TRAMADOL 7 TABLETS SR 100 MG 


ALFACALCIDOL SOFT GELATIN carsuuese C25 McG 


NAPROXEN TABLETS IP 500 MG 


fF FORNOTERALG 6 MCG+ BUDESONIDE 200 MCG i ROTACAP 


SALMETEROL: 50 MG+ FLUTICASONE 250 MG ROTACAP 


ACETYLCYSTEINE Tablets 600 mg 


LEVBUTEROL 1.25 MG+ BUDESONIDE 1MG REPSULE 


Acebrshyline Cups 1 100 mg 


SODIUM CHLORIDE 0.65% wiv NASAL oROPS 


FLUTICASONE PROPIONATE RESPULE 0.5 MG/ML 


DOXOFYLLINE TABLETS IP 400 MG 


H MONTELUKAST 10 MG + FEXOFENADINE HCI 120 MG TABLETS 
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H PARACETANOL. ೨2976+ PHENYLEPHRINE 1 10 mg+ CHLORPHENIAINE 2 mg Tabtets 


H LEVOSALBUTANOL 1.25 MCG+ IPRATROPIUM 500 MCG RESPULESI2.5 SML 


GUAIFENESIN 100 ) mg” TERBUTALNE 25 mg BROMHEXINE 8 8 mg 110 mi SYRUP 


SALBUTAMOL 400 MCG + BECLOMETHASONE 200 MCG RESPICAP 


SALBUTAMOL 1 MG+ AMBROXOL LHIDROCHLORIDE 15 MG/S ML SYRUP 


Bureau of Pharma PSUs of India {(BPPI), Government of India 


H DICLOFENAC 1.15 wiw+ LINCEED O34 wwe METHYL. SALICYLATE 10% WweMENTHOL 5% ww GEL 


BS 


38.45 
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445 K { SALBUTAMOL 216 + - THEOPHYLLINE 100 MG TABLETS 


FLUTICASONE PROPIONATE 5 50 MCG PER PUFF NASAL SPRAY 


447 LEVOSALBUTAMOL 1 1 MG/SML SYRUP 


; 
§ 
A 
| 
1 

i 

{ 

1 


448 562 LORATIDINE Tablets BP $0 mg 


OXYMETAZOLINE 0.5 MG IML NASAL DROPS 


: FORMOTERAL. 12MG+ TOTROPIUM 18 MG ROTOCAP 


565 : CICLESONIDE 400 MCG+ FORMOTEROL 12 MCG + NOTROPIUM 18 MCG ROTOCAP 


 SALMETEROL §0 MCG+ FLUTICASONE PROPIONATE 250 MCG /PUFF INHALER 


586  METHYLCOBALAMIN 1500 0NCG, L- CARTININE L- TARTRATE 500 MG, FOLIC ACID 1.5 MG TABLETS 


r py £: 4 
458 574 VACCINE RABIES INJECTION 2.510 - 

[ _ 459 _ ! } 380 ' Ginseng, Multivitamin and Multiminerals ೦s ” 

| 460 j 581 ! CALCIUMAC CARBONATE 500MG+CALCITRIOL 0.25 MCG + ZINC7.5 MG G Capsules 

| 461 "1 | 82 ಭ್ಯ . Tams A,C,0,E,AND 8B COMPLEX AND MINERALS SYRUP 

42 | 583 CYPROHEPTADINE Tablets IP 4 mg ” 

) 463 ‘ 585 | ! wan D3- CHOLECALCIFEROL | 60000 IU A GM Sachet pe | 

. 


568 VITAMIN E  SOFTGEL CAPSULES 4 400 ONG 


589 CALCIUM 500 ರಳ CALCITRIOL 0. 92579 Tablets 15's 


591 METHYLCOBALAMIN S00 MCG INJECTION 


592 kl LYSINE + MULTIVITAMINS 5 wir. -B1,82,83,85,| 586) SYRUP 


 MICOTINAMIDE 200MG+ + FOLIC ACID 15 MG + CYANOCOBALAMIN 0.5 MCG INJECTION 


593 
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pe 


a; 55 | GLUCOSE POWDER i 756M 


471 595 THIAMINE 100 was PYRIDOXINE HCI50 MG * CYANOCOBALAMIN 1000 MCG INJECTION i 2m 


| PYRIDONNE TABLETS IP 50 MG 


473 598 : PREGABALIN 75 5g METHYLCOBALAMIN 750 MCG7 Tablets p i 10's 


599 y PREGABALIN TABLETS 7 75 SMG 


i 
f 
| 
} 
} 
| 
i 
{ 
j 
| S 
4 
| 
| 
§ 
[ 
f 


ಸ | 
475 601 : Dlsuifiram Tablets Ip 5 500 mg 4's ಈ 
476 603 
477 607 15gm 


Silver NO3 0.20%wiw, Chlorhexidine Gluconate Soln 0.20%, Preservative Chlorocresot 0.12% whw, Cream 15 Gms Tube 


Iron & an(carvom Iron 50 mg+ Zinc Supnate Monohydrate USP 61.8 mg equal io to Elemental Zinc 


627 Euptine [2 ‘ong + Theopiyiine 3ng Prolonged Release Tablet 


= 
[ 


§ 

4 

j 

H 628 | Bonnin P 231mg. + Theopti 69mg Tablet ; 1s 
' 4% 68 { mhalent Songe CopsiCampnorisngrckronmols 5 ಲವಟೂ್ರಧಂ1ngenthl ssngeTurpenine oirtons » TS 
j 

lf jaf y \ p 170 ml 
; 492 630! Liqid Paraffin 3.76rnf + Milk of Magnesia 11.25) Suspension ; 

| ; 

1493 $31 Etamsylate Tablets 500 mg. 
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| ; Tube 

| cold Suen. NFiearacsianol 125mg Phenylephrine Wyarociorie 1p sng +Cetirizine « ರಆಗಂಂಗಲ IP i om 

| | oyprohepladine, Wyorocniondeaniyaroue) IP.2 mga a favoured ರ ೨೪7 ರ23ೀ 86; : 200m 

| 10gm 

H Container 

| * Diclofenac Potassium BP mg + Paracetamol sang + serrallépentidase omg Tablets 10's 7s 

l Ear ೦೦೧s (Paradichlorobonzons 2tk+Benzocaine 2.74+Chlorbutol S%+Turpentine Oi115% i 10m 

ಟ { con Paed-Syp Dextromehorphan IPS ngeBronbeuncdmgvrnenyprepanclaminetong-Menina IP 07Smgisml ; 60 ml Botile ; 
| ) py ; 

; 

L 

f 
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' 484 ! camsjie? Tablets 250 0 mg. 
'ನಿರೊಧತಲಗರ ಔನ 0. % Cindaycin Phosphate USP {Clindamycin] 1% ww Gel 


45 


‘cobetasol propplonate BPO.! pswNeomycind po. S0hwviliconazole IP2%vwiwChlorocresol IPO.10 %wiwCream 


Aceclotenac 100 mg + Paracetamol 325 5 ಗ್ರ: + Chorzoxazone 250 mg film coated tab. 


498 Terbutaline Sulphate 125 mg, Bromhexine 4 mg, 9. Maier 50 ng Wenthol 25 mgr SML sp 
499 : Nimesulide 1% WW Gel 

500 : Paracetamol 128mg+ CPM 1 mg + Sodium Citrate omg in a flavour syrup base 

501 | Phenylephrine Hydrochloride. 6. 009 onorpheniranmine Mateate 2. 90೫g ರಂps 


1 Nimesulide 100mg, Paracetamol 225m Chlorzoxazone 375೧9 Tablet 


: Dielotenac deinylarnine BP 1.116% feauvelent to diclofenac sodium 1.0% Linseed oil BP 3.0% + Meth 


Diclofenac diamine BP1.16%Linseed om BP3% ¢uinylyat IP10%wiwMenthol IP5% 4 wispy 


bieyelomine 10mg + Act. . Dimethicone 40mg per ml 


{ Metenamic Acid ಕ00meaಗcelaml: 325 mg Tablet 


-paracetamo! Ip4€1125 $n Mefanamic Acid IPa€50 mg, In a favoured syrupy based€;q. 


enyme Syrup Mix Fruit Flavour Pepsin 75mg+ Fungal ರiastase 12.5 915 ml 


Enzyme ರnps Pepsin us 3000) 5 mg + Fungal Diastase (1: 1200): 33.33 ಗ್ರೆ 


py 
ಥಿ: 
KR 


Hydroquinone: 2.0% wiw + Tretinoin 0.025% wiw + Mometasone Furoate 0.3% wiw Cream 
658 CMorhexidine Gluconate 0.: MviveCetrimide 0.6 %wiy VAntiserii Liquid 100 ML 
512 eisencins Gluconate 0.3% viv + Cetrimlde 0.6%wiv 


Mouth Ulcer erGel {Chofine ‘salicylate sodium 9% wiv, Benzatkonium Chloride 0.01% wiw) 


22.75mgMethyt Parabens presenti 1 P. 0.135% wiv propyl Parabenlas 
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i 10's 


‘ 15 gm tubes 


2 0 9s. 


10's 
: 100 ml 


20gm Tube 


BOML 
Bottles 


| 15 mi Bottle 
ws 
30GM 
35am 

{Jom Botte 


10's 


60 ml 
200 mt 
15m 
wm 


100 ml 


i 100ml 


30 ml 


7 
¥ 
{ 
{ 
| 


4 
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Diacerein 50 mg “Metnyisuipnonyimcthane 35 250 mg + Glucosamine Sulphate 750 mg tab, 


, Dlacerein 50mg + Glucosamine Sulphate 500mg Tablets 10's 


Mometasone Furoate 0.1% cream (Som 


Blotin 1 10 mg Tablet USP 


FlupentixofTabtets IP Q.. smg. 10's 


Nalldixic Acid 500 my Tablet 


Finaestride Tablets IP Smg 10's 


‘ Rabeprazols 20mg + Domperidone 10mg Capsule 


; Pantoprazole omg + Hopride 150mg sR 


- | Magaldrate ಬಂಗ» + Simethicone 20mg'sm Orat Suspension iP 470 rl 


" 
~ Lactulose 10 gry 15 ml 


, Clotimazoto 100my Vaginat Tablet iP 


Timolol Macleate 0.5 % Eye Drops IP 


i Ofloxacin 0.3%wlv Eye Drops S0ml tp 


Olopatadine 0.1% Ey Drops orm Vial 
” Topicanide E Eye ೦೯೦೪5 ರ ರ 
Sulfacetamlde cye drop 10 % 
Acyclovir SAWIW Eye Olntment Sgm 
, Pilocar 2% eye drop 
“ Cephalexin 125mg!Sml dry syrup 
" Levofloxacin 500 mg INFUSION V ರ 
Ceipodoxime proxctil 50 mg DS dry syrup 
. Piroxicam 10 mg tablets 


- Piroxicam 20 mg Dispersible tablets 
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544 | 709 Piroxicam 20 mg with dea alcool Injection amt 


72 paracetamol DS syrup 1250 1g cor 


793 Glibenclamide ..5mg + MettormtnHel 500 sme Tablet 10's 


15 Gwen lps 98%whe p 


717 Etodolac Tablets IP ೨00೧9: 10's Ff 


718 p Esctaiopran OXELATE tong a and ಯಂಗ 0. ama TABLETS Ip 


500ml in § 


720 Ringer Lactate 500ml uid In FFS technology plastic container : H 
inger Lactal ll uid In lechnology plastlc containe! : FFS bottle 22 | 
722 Water tor rInecton amp » plypack sm ism. 2 


723 ; wWaterfor rnisction amp polypack om 10 ml 


725 Dextrose 5 % IV fluid in pe ontainer using FFS technology 


726 ‘0 Dextrose 10 % IV fluld in pst container using IFS technology - KS ~ “s0oml 


Dextrose 5% wivssodlum chloride 0.9%wiy WiecioniP Pin plsio container using FFS technolosy 500m 


೫ , thom 


Sodium Chtoride Injection IP 0.9%wiv in(Normal Saline { NS ) 0.9% wiv} 100m! WV fluid plastic contai ; fluld plastic © 13 
conti | 

: 733 A Progesterone 200 mg SR Tablets F; | : ಥಿ A ¥ ' ; 10's A : 
| 558 i 1೫4 oehvervepandrosierone 25mg 3 Capsule ನ ಭು ೫ ಸ 3 », 0s 
| 559 736 id Megestrol Acetate Tablets IP “og K ೫ KN, ' 3 EN 2 ¥ 140 4 
| 60 | 739 - Gufrouime Tabet ip ‘25m ' Hey | ಕ N 9 
1 _ 74 clarithromycin Tablets ೨2907 mg r 4 Ke | 
| 562 1h ' : esodenine Pr Proxetil dersile tablet 50 mg PC K ; h 
/ po Valganciclovir Hydrochloride usr ೫4601 tablet j 
| 7 Gime Tablis IP amg § 
R EA ES TS ಬ ಬ 3 ೫ 


limeplnie Tablets IP én 


: Clotrimazole 1% 100 gm powder 
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೫, 18 Cloumazote 1% wiw,Beclometasone Diproplonate0.026% ww 15 ml lotion 
! 568 154 , Clotrimazole 1% wiv, Beclometasone Diproplonatc 0. 025% wh cream 159m tube 
| K ಮ 
5669: 767 Cefuroxime Injection IP 1500mg 
i sm Rosuvastatln Tablets iP 10mg | § ' 
ism Nonilotyline Tablet IP 25mg Tablet 
| 572; 76 Etizotam 0.5mg Tablets 
| 53, 76 L-Methyitolatc catcium 7.5mg Tablet 
L 674 767 Metformin 1obomg Prolonged Relcase + Gtimipride 2mg Tablet IP 
; s18 768 Acetazolamide Tablets LP 260mg ದ್‌ i 
| s16 16 Acetyl Salicylic Acid Usp» 925mg ದಾ Oo 
| sm ‘m2 adenosine Injectlon 3mgimt | § § ರ oo 
y 518 79 Alpha Lipoic acid 100mg Vit. D3 1000 1U Folic acid 15mg Pyidoxinc sng Mothytcobalamin 1500mcg 
\ 579 | 78 * Alprazolam-0.25 mg, Fluousin 1 mg Tablets 
— PA 
! 580 | 784 . Amlsulpride Tablets 1p somg 
| sa ; 185 ; amitiotyine hydrochlortde 25mg bls | 
L 582 Te , Ankyine hydrochlorlde ‘ong beste TO ರಾ ಗ ವ್‌ 
3 788 - Anastrozolc Tablcts ip img ” ನ | ೧ 
ಹ RN -. - - ಎ pS K 


584. 790 Aspirin enteric coated Tablets IP. 75mg 
885 , 79 Atenolol 25 mg, Amtodipine 5 mg Tablets 


} 
J 
| 586 793 Atenotol Tablets 25 mg 


| $87. 796 , Atorvastatin LP Yomg, Aspirin 4P (EC) 75mg Capsules 
588 , 797  AtracunumBesilate injection LP 25rmg/2.5mt 

f 

| 56s , 800 , BaciacinZinc 250 14 Ncomycin mg, Suiphacetamide Sodium 60 mg Per tgm Dusting Powder 

i 590 80 , Betamethasone Inj. LP 4 mgmt 

591 $06 Bicalutamide Tab 1.P 50mg 
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A , - 
592 807 Biphasic Isophane Insulin Injection LP 109 luirnl (30:70 } (30% Soluble insulin & 70% Isophane {ns 
J - 
L 593, 809 Bontezomib Injection 3.5 mg 


Bromocriptine Mesylate Tablets LP 2.5mg 


. 695 814 Cabergolinc Tablets {.P 0.5mg 
K 596 ' Caleltio! Capsules LP 0.25mcy ' | ' 7 
i 597 - $16  ColclumAcetate Tablcts 667mg 
598 * $17  . CalclumCasbonato 1250 Mg Vitamin D3 250 lu Magnesium Oxide 40 Mg Manganese Sulphate 18 Mg Zinc Tablet 
| 699 : 818 Calcium Gluconate Injectlon LP 10 % | | ನ್‌ 
| 600 821 Carvedilol Tablets IP 626m 
60 | 829 » Chloramphenicol Eye Olntment IP 1%vdw 
| 602 0. Cntordiazepoxidctomgs 1ftuoperazine 1mg Tablets ' ರ 
| 603 } 832 , Chtorthalldone Tablets 125mg KN ನ § oT 
l 600 Cholecalcifcrot amin 03) Orops 800 wim § ರ್‌ 
| 805  - [YR Chotccalciferol (Witamin D3Drops 400 Uiml 
! 606 835 Chondroliin 400mg Glucosamine Sulphate 800mg Tablets 
607 | 8 Citnidipine Tablets 20mg 
| 608 ' 83 Cilostazol Tablets 1P 50mg § 
609 ಟಂ Citicoline Tablets 800mg ' 
N $10 K $4 ‘Clonazepam Tablets iP img KX § | 
' sn ; 851 Dacarbazinc Injection 200mg 
t 2 ' 455 Daunorubicin HCI Injection 20mg 
613 860 Dextromethorphan HBr Syrup IP 13.SmgiSml 
! 61 864 Dextrose Injection {P 25%wiv 
| 6 N #65 Diacerein Capsules IP 50mg 
| * 466 Dlezepaminjection IP Smginl 
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ರಂಗ Hcl i Dcycloveri) Imectont 1p 1omgimt k 


್ಸ 
. 
| : Donapezl Hydrochloride Tablets IP ‘ong 's 
| ravers Hl ona, Mefenamic Acid 25019 Tables ' > 10s 18; 
I : Drotaverine HCI Tablets IP omg ಗ ’ - i Ws 8; 
. REN ಬ ರಾ . ಬ ಲ ಮ ; ದ 
; ; Efavirenz Tablets IP 50019 Hs; 
j | Evfromin Estolate Suspension 125 5 Molen § | bom | : 
i 624 ' 385 ! evinesadil 0. 40509, Levonorgesi- }-0.25mg Tablets ' § ms pS 
| . 8 Febuxgstat Tablets 5 40mg H 10's ' 118 

' | 0s i 


Feburostat Tablets 9009 


120 MO| 


899 f reuse de i uroeenide) 20mg, Spronolcione ng Tablets 0s nm 
f 


900 


{ Glimopirde 2mg, Metformin a Hydrocioride 19 Tablets 


$ 
Se 
: Human Menopausal Gonadotrophin Injection 75 {0 with solvent{(Menotropin for Inj IP75 IU H Vial and 385 

.Hosroclornazide Tablets 12. 25ns § K § i 10s KN i 5; 

; : Hydrocortisone Sodium Succinate Injection 1F IP ‘00mg § § ; va 'w 

1 Wayans Hol Tablets tong oo ; 

| 639 Wat mesylate Tables P ong OO ರ್‌ ” ss 

640 { mpranine HCI Tablets ೬259 ರಾ is ‘ 
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Insulin Regular (R-DNA Origin} tnjectlon 100 (J ' ವ 50 
Ce - ಬ ee 
Isopropyl Atcoho} {70%} {Spirit} N Oo ML “, 
Isosortldemononitratc Tablets IP 20mg ' TS 8 
* Isoxsuprine HCl Tablets 10mg ರ k $s 
Ketoconazote Cream 2%wiw 159m Tube | r 1sgmTbe 20, 
k Lamotrgine Tablets 1p 100mg W's 40 
, Latanoprost ಈ Drops 0.005%wiv (S0megimi) oT 0 mL 
“ Leflunomide Tabfets IP 20mg ' ರ ' ಸ es 
' Lonalldomide Capsules tong oo 10's 464 
" Letrozote Tablets 25mg ' ; Ws 3 
{ Leuprotide Acutate injections 3.75mg ರ್‌ ರ್‌ vs 2187 
ಮ - _ po oe oe SN - pt 
' Levocamitine Injections 1gm H Sml m7 
* Lovocarnitins Tablcts 500mg ' § ರಾ oo 10's 51 k 
ಸೆ Levosatbutamol HCl (Levatbuterol) Inhalation solution 50 megMDI oo ನ್‌್‌ 
Levesulpltde Tablets 25mg | 10's ” 
- Lignocaine (Lidocaine) Hydrochloride Ge) IP 2% wiv 209 10 
; Unlum Carboinato PR Tablets IP 450mg |S 20 
k Lorazepam Tabtcts IP img Ts [A 
” Lorazepam Tablets IP 2g | 105 1 
! Lycopene 1000 cg Vitamin A Patmitate 2500 lu Vitamin E Acetate 10 lu Sclenium 35 Meg Vitamin C ' ~ 200ml 5 
. ' 
! Medroxy Progesterone Acetate Tablcts IP 10mg | ' 10's BB, 
' Mcfenamic Acid S0mg, Paracctamol 125mgISmy Suspension | 60 1 
K Mefloquine HCI Tablets (P 250mg | 105 
+ t K 


$64 957 - Memantine Hydrochloride {Omg Tablets 10's 28 
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| s65 1 950 > MetfonminSR Tablets ip 8Somg i 
6 f pe i Miconazole 2%udw Fluocinolons Acctonide-0.0¥tkuiw Ointment 159 
| er He { mmazaplns Tablots 16mg A ' 
‘oh8 STE Mycophenolate Motetl Tablets soomg 
Ns Wo . Nant Wieroniced ನಗಾಂಖೇಂಗe Capsules 100mg 


Neblvolol § mg, Hydrochtorathlanide 12.5 mg Tab, 


Ncbivolol Tablets IP 2.5mg 


Nepofenac 0.4% why Eye ರ 


Nitrazepam Tablets 1.P 10mg » 


* Nitrofurantoin Tablets {.P 100mg 


41 
1 990 Olanzapine Tablets LP 10mg 

| 991 ; Olanzapine Tablets LP Smg 

67 | 992 t Olmesartan Fitm coated Tablets omg 

Jp ee ER ಬ p 


993 Ondansetron Oral Solution LP 2 mg/5ml pe 


679 » Oxallplatin Injections $0mg 
B SEE SEEN pe ಫಿ | ಥ p PR 


‘996  : Oxcarbazepinc Tablets LP 300mg 


ಮ pe ಹ $ ಹ 


| 
| 
} 
pe 
fs 


997 Paclitaxel Injection iP 100mg (gine 


999 Paroxctine SR Tablet 37.5mg 


1003  : Permethrin Cream 6% whw 


1005 Phenobasbitonc Tablets LP 30mg 


108 Phytomenadione {Vitamin K1} injection 1 mg/0.5mi 


1009 Pioglitazone Tablet f.P 15mg 
1011 Piracetam Syrup 500mgiSrnl 


1012 Piracetam Tablets 400mg 


1022 , Prochtorperazine Malcate Tablets LP 5mg 
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| 690 promethazine jection P25 main! § l ; 
; ನ A pe ತ ಬ ! | 
62 { praunamide Tantei? 10019 ¢ es 5 : 
i 593 Quetapine Fumarate Tablets Lp zoom 4 i IN ER 
i 64 1 cuedapine Tbe # 10009 pe ' ' ic 

| 5 Recombinant Human ನಣಗಗropoiein I 400010 Vial 297; 


Risperidone ams. Tinesneridy ng” Tab. 


i Risperidone Tablets 4mg 


' Resuvastatin Tablet LP 5mg 


Sodium Valproate EC Tablets Wl p: 20009 10's 
Sodium mYalpostT Tablets 300೫0 - 1 es 
j . sina 
{ Sofosbuvir Tablets 40tmg Ee 


H sucralfate 19m With Oxetacain omgriom’ Suspension 


: Suphacetamide Sodium Eye Drop {P 20% wiv 


; Tamsulosine rng: Release capsule IP 0.4 mg 


: Yelmisartan ong, Metoprolol ಚಿಂ Tablets 


§ Tizanidine Tablets [2 ns 


ke 
ಸ 


1087 hoster Wyerocnloride Tablets 29 (eranex HC! Tablets IP 8 20) 
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R THimetazidine Tablets 3 35 mg 
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Yecuronun Bromide becton! 1p Pang 


Vitamin > A Capsule 25000 py 


; vagidose 02, Merormin scong SR Tablets i 00s 14; 
' voglbose 9.37, Metformin ೪ 500೫ 7 Tablets i ws ‘ 


; Zoledronic Acid Injections 1 LP sngm 


: zopiden Tablets LP 10mg 


Temisoraneoprlol Succinate ER (sao mg) Tablets 


Pregabalin capsules 76mg 


Silden Tablets 100 mg 


clobazam Tablet mg 


; GuaperniNonrine 00m) 1 Yablets 


i Clnnarizine Tablets 25mg 


H Moxifoxacin Hdracnaide Sterile phim solution 0.5% wiv 


H | ceminranine Hydrochloride SR Tablets 7509 


} . ಮ pS - We pS NS ಟಾ . 
733 | enlglpin 20mg + Meomin ‘ooori Tablet SR 
{m4} nn "wat Micconised ನೀಂಗ Capsuts 200g 
| | 
| “ Dlcereln 50ng+ Glicosamine Supnat 759೧97 Tablets 


i Lisinopril 10mg Tabs ; : 
i po ! 12 Camamacepine zo 20019 Tabs ON CRSR ' § oO oO : | pt | | 
3 | ns Demjcaramacne citrate 100 mg film coated Tablets j 0s } : 
| 739 / 1156 | METOPROLOL 25MG+ AMLODIPINE 5NG TABLETS ” 
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1157 DOXYLAMINE SUCCINATE 2 20 MGP PYRIDOXINE HCi20 MG TABLETS 


BETAMETHASONE: 0.1 % wiw CREAM 


NANDROLONE DECANOATE INJECTION IP 50 mgimt 


1166 WEFENAMC A ACID 250 MG TABLETS 
MEFENAMIC . ACID 500 MG  TAGLETS 


KETOROLAC ‘n. sonal 


1470 ACETYLCYSTEINE Injection 200 mgiml 


178 5 Furouracil m dong 


18 ಗುಂ llecion omg 


{ aoiain Inetion 4507 


1183 i cyelontosphanide 500 mg imecion 


oviosporn capuses IP 25m9 


1194 Givconvrolne m 0. ama 


{ Kydroxyurea Capsule song 


1201 Wostamide inl. 1GM 


1203 ‘ Protamine Inj 16mgiml 


120 © Docetaxel B0 mg injection, 
1212 Docetaxel 120 mg ‘injection, 
1213 Enlotinib 150 mg Tablet 


1214 : Gefitinlb 260 MmgT Tablets 


i215 y ನeಗrned 100 mg Injection 

1216 : pemetrexed 500 mg Injection 

an Temozolomide Al ‘wong Capsule 
Temomslonide 2 250 mg Capsule 


2 


wm: 
Ampoules 


10mm K 13 


15 ML VIAL 


45 ML VIAL 


5mf 4 
vialampoule ! 


Vial 


Hl 
i Mal 2970; 
10's Bottle Kl 1680 
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1218 
1220 
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1222 
1223 
1225 
125 
1228 
1231 
1232 
1236 
1237 
1238 
1240 
1241 
1245 
1246 
1248 
1251 
1252 
1254 
1255 


1257 


1261 


{ron{carbontl tron} S0mg+Folic Acid 0.5mg+Zinc 618mg Capsules 


GabapentinsAmiriptyline(300/0mg} Tablets 


Amino Acid Solution for I¥ 200 mi bottle 


; Osettamivir 75mg Tablets 


Thyroxine Sodium 50meg Tabs 


Bureau of Pharma PSUs of Indie {BPP}, Govemment of India 


ARTEMETHER 80 MG + LUMEFANTRINE (BANFLUMETOL) 480 MG TABLETS 


Orlistat 120mg capsute 


Triamcinolone 40mgim ii 


inf. 


LevocamitinesViraminE[150+200)mg Tab. 


Noscapine 1.83mgiSmi S$ 


yp 


" Albendazole 400mg Tabs IP 


Methyldopa tabs 500mg 


Prazosin Tablets 2.5mg “SR” Tab 
GLICLAZIDE 80 mg + METFORMIN HYDROCHLORIDE Tablets S$00mg 


Cefactor Tablet IP 250 mg tabs 


CALCIUM CARBONATE $00MG +CALCITRIOLO.25+ZINC7.5 MG TABLETS 


Fluconazole 150 mg Tabl 


lets 


Haematinic syrup of Iron,Folic acid and Vitamin 8251mg0. Smg+7. sco) 200 ml 


ViraMIN B6 TABLETS IP 00MG (Pyridoxine HCI Tabtets P 100mg) 


Syrup Vitamin D3 200 1 + Vitamin B12 25 mcg + Calcium Phosphate eq.to clemental Calclum 82 mgt 5 ml 


+ Cough Syrup Diphenhydramine 13-15 mg, + Ammonlum Chtoride 135-150 mg + Sodium Citrate 57-85 mg. + Menthol 0.9-2.6 mg. IP. 


Acebraphylino {SRJe Monteluxast Tablet z00f10mg 


Allytcstrenot Tablet § mg 


Amiloride + Hydrachlorthlazide Tablet 2.525 mg 
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Ampicilin 500 ing Capsule ಮ "0s 36 
4 Arginine Sachet 3G ' ಸ ! 85 gm . n 
Cetirizinc Tabict 10 mg SR 105 ' 9 
| Chtordlazepoxide Tablet 10 mg i i 10's pl 
Chlorthatidone 6.25 mg Tablet Ws 
| Citnldipine 10mg + Teimtsartan Tablet 40 mg ' os mn 
. Cinitapride Tabet 1 mg ip ' 103 | 3 
k Domperldone + Ranitidinc Tablet 30/150 mg ' § é °F 
f DONEPEZIL TABLET 5 MG 105 
Drotaverine + Acectofenac Tablet 80/00 mg | 10's 
ouoxeine nblet omy Ly 
EN TS ES nS _ ಭು LS 
* ESCITALOPRAM + CLONAZEPAM TABLET 510.5 MG 0s 
ಪ ಮಮ Ch 
Ethiny Estradiol 0.03mg + Desogestre! 0.15mg Tablet | mWs 19 
 Enimyiestadiols Levonorgestrel Tile o0wasmg A 
Fenofibrate Tablet 145 img ' ಸ ' § § (4 Ws «22 
Flavoxate Tablet 200 mg K : ” 18's 55 
Gabapentin Tabict 100 mg | RE A . 0s 
K isoxsuprine Injection 5 mg § - KA i ‘amivat 88 
 Levo-Myroxine (Synthetic) Tablet 100 meg ' RL ' § | 0s KN 6 
MEBENDAZOLE TABLET 100 MG | Ee 68 Ow 
Mebeverine Tablet 200 mg 10°5 $6 
Meropenem + Sutbactam Injection 1000/500 mg Volswn 266 
Meropenem Injection 800 mg } y Va&w 154 
Methyl prednisolone Tablet 4 mg ಗ I pC Ws 1s 
Mitazcpine Toblet7.5 ಗ I et | | Ws 12 
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; 83 1354 Modafinil Tablet 200 mg 
=~ FR ಭೀ 


814 } 1359 Naproxen Tablet 250 mg 


[ 815 J 1367 , Olmesartan + Amlodipine + Hydroctorthlazide Tabict 2015712.5 mg 


"6 1368 OLMESARTAN + HYDROCLORTHIAZIDE TABLET 20112.6 MG 
1375 PHENOBARBITONE TABLET 60 MG 
1362 Prasugrel 10 mg Tablet 


1383 Pregabalin75mg + Nortriptyline Tablet 10 mg 


829 1384 QUETIAPINE TABLET 25 MG 


ರ 
de 


! em t 1386 Ramlpil + Hydroclorthiazide Tablet 542.5 mg 
[oa + ಈ 
| sr 1392 Rosuvastatin 10mg + Aspirin Capsule 75mg 


1393 Rosuvastatin 10mg + Clopidogrel 76mg Capsule 


1398 Senaconazote Cream 2% 


1401 , Sodlum Valproate Tablet 200 my 


1408 * YAMSULOSIN + FINASTERIDE TABLET 0.0/5 MG 


1409  Telcoptanin Injection 400 mg 


828 1410 TELMISARTAN + AMLODIPINE + HYDROCLORTHIAZIDE TABLET 805/12.5 MG 


Telmisantan + Chlorthalidone Tablet 4016.25 mg 


1414 Tedipressin Infection 100 meg 


1447 Thlocolchicoside Capsule 4 mg 


3421 1 Torsemlde Tablet 10 mg 


f ; 

1 | 

| | 

RR ) 

| ಚಿಂ | 1418 Tigecyclinc Injection 50 mg 

|| 

| 1427 _ Teypsin 48mg + Rutoside 100mg + Bromclaln 90mg Tablet 
| ; 


835 © 1434 Valcthamate Injection 8 mg 
; ¥ 
1432  Tobramycin 0.3wiv Eye Drops 


837 1 1a Imatinib mesylate FC Tablets IP 400mg 
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es k Capeciabhe FC Tablets [Na ಗ p ಸ Ko ' ನ ; 05 ' § 
j Cusodoxine proxetil somg Oral Suspension - 30 ml i i 
i YeglioseswertormieGlineriice7 Tablet SR 0. Y500I2 r £mg ಹ f i § | ' & ನ _ ' h < 10's ಗ 29 | 
{ Es ಸ: . NS ಕ 38 ಸನಿ ಧಿ ಷೆ pe ಈ pe 
4 / ಖೆ ನ ಭಿ ¥ ಭಿ ಬ ನ ನ ಭಿ 
842 1441 : Nicotine Polacrilex Gum USP 2 mg {Mint Flavour) f {mong i 40: 


§ carton pack) : 


1442 | SLUCOSEF POWDER 3009 ORANGE FLAVOUR) 300g Box i 65 


"Jn pudina S Soft Gel el Capsules (Pudine ka satva(Mentha Sylvestrial- 180mg, Ajwain al Trachyepermuim Ammij-20mg, Anethi on (Arthur 


4 ; Graveolens]- ‘Smg, Tulsi Oil (Ocimum Sanlunl-5ng, Clove Ousyzygum Aromaticum)= mg, aclplenls 4.5 10s: 
| 845 7 4446 Stevia Natural Sweetener 009m, 
| i y Plastlc Jar 
+ ಯ 
| 846 5001 Absorbent "ಬಂಗರ Wool LP. 75 gm (Non sterile) {4 § 75 Sqm ಸ 
fu $002 | Absorbent Cotton Wool LP. 2009 iWon Sterile) i 200 im 1 6 


5003; Absorbent Cotton Wool LP. ?. s00gm Non Steril) RS 


5004 ; Crepe Bandage B.P. 15 cmX4 meter ‘ {IS iomx4 55 
; l mete ] 
; Crepe Bandage B.P. 10 cmX4 meter Ha 


meter 


Cotton ಔಂಗಂgಲs Size 10 cmX4M as per Sch Fl 


, Adhesive ಕಂಗರೂ5 Washproor 1¢ 19 mmx72 mm or 19mm X 70 mm containing Benzalkonlum Choride Solution IP eq. to Benzalkonjium Hi 


5008 = Chloride O5%WW |. is 1 
010 2 Sterile Hypodermic Syringe with Needle attached, 24G, Single use-2mi, 1S 12050 [Syringe 2 nl with needle 24G (Sterile, single use, ks 
H lsposable, as per BISICE Cerined)y” » RE 
i “sterile Hypodemic Syringe with Needle ಹಗಲಗ, 16, single use-Sml, IS 12050 [Syringe 5 ml with needle 24G (Sterile, single use, if ; A, 
_ isposst lr, as per BIS/CE Certified)" : f 
"sterile Hypodermic Syringe with Needle attached, 216, single Use-t0mi, [Syringe 10 ml with needle 21G (Sterile, single use, disposable, 
i 502 } ms as 
; : ಧೀನ BISICE Ceruiedy” K k 
Sols “sterile hypodermic Syringe with Needile attached, 23G , Single use-20ml, [Syringe 20 ml with needle 23G (Sterile, single use, disposable, ue ಹ 


> as per BISICE Certified)f” 
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Needle 16G (Sterile, single use, ole as per BIS/CE erie 


Needle 185 (Serie, single use, , ಚಣಧಂಜಯ, as per BISICE Genre) 


Needle 23G fsierlle, single use, 9, ಣಂ. as per BISICE Cen) 


: Needle 286 Anse (1 srem)Sterie, ange use, pe 4507 alsice ceniied) ' 28 15 

| per adhesive plaster 1 inch x9.0 mars Non-wcoven adhesive «ರ }wiith cutter | ರ್‌ ರ 4 1 ರ್‌ 25 § 

" paper adhesive ಭೂತ 24 inch x 9.0 mtrs on wooven adhesive eape)winc outer ರ ರ್‌ OO 5 

[ Paper Ades Plaster 3° X 9.0 its Non woven adhesive tape 1 0 

! plaster of Paris ngs BP AScm X 27s? Roll ‘ 1 : 55 
aster of Paris ಕಂತ BP, Dom X27 Rol | ' § § N ' ! Wu ; 6 

} scalp Vein Set ಆ1(೦ಢಂಸabl] Siz¢ 186 Sterile Sof, kink resistant, non- mio aon oniriant whe ರ ' Wi 1 
Salo Vein Set (sposabi)s ze 206, sterile, Soft, kink resistant, non-toxic, non irritant tube ' 1 fr 


: Sealy Vein Set £1(Dporat) Size 22G Sterile. Soft, Kink resistant, non-toxic, non irritant tube 


? 
{ 


H scalp Vein. Set (Diposabl) sie 246 Sterile Soft, kink resistant, non-toxic, non inritant tube H 1 7 


: Urine Collecting Bag,Disposable, 2000 inl Kink resistant flexible tubing not less than 90cm in ength.S Should have non-return valve Top ! pak 0 
{ drainage outlet Graduated ಟ್ರ { ; 


H ENDOTRACHEAL TUBE PLAIN SIZE 2.5 sngle use sterile Standard 15 mm connector at proximal endT Hf 1 


H ENDOTRACHEAL TUBE PLAIN SIZE 3 Sng use sterile Standard 15 mm connector at proximal enaTp H 1 


NDOTRACHEAL TUBE PLAIN SIZE. 5 Single use sterile standard 1 15 mm connector at proximal endT 1 


ENDOTRACHEAL TUBEF PLAIN SIZE 4 Single use sterile Standard 15 mm connector at proximal end Tp 1 


H ENDOTRACHEAL TUBE PLAIN SIZE 4, SSIngle use sterile Standard 15 mm connector at proximal end Tip ; 1 p 35 


H ENDOTRACHEAL TUBE PLAIN SIZE 5 to 8 Single use sterile Standard 15 mm connector at Proximal e « H 1 i: 35 


5052 H ENDOTRACHEAL TUBE PLAIN sre 8.5 Single u: use sterile Standard 15 mm connector at Proximal er end 


' 5053 ENDOTRACHEAL TUBE CUFFED S SIZE 4 Soft cuff towards the distal end Kink resistant inflation tube ' H 1 § 55.68 
5054 : ENDOTRACHEAL T TUBE CUFFED SIZE 4.5 Soft cuff towards the distal end Kink resistant Inflation t § KN ' § 1 Wi 55,68 
5055 | ENDOTRACHEAL TUBE CUFFED Sze sSott cuff towards the distaf end Kink resistant inflation tube H 1 ; 70 

| 5056 , ¥ | ENDOTRACHEAL TUBE E CUFFED SIZE 6Soft cuff towards teal distal end nd ink sistant inflation tube | - 1 KM 70 | 
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| 883 | sos? ENDOTRACHEAL TUE TUBE CUFFED SIZE 6.5Soft cuff towards the distal end Kink resistant inflation ub ರ H pe 

f 384 | 50s . | ENDOTRACHEAL TUBE CUFFED SIZE 7Soft cuf towards tne distal end Kink resistant nation ube : 70 | 

j ೫5 | pe : ENDOTRACHEAL TUBE CUFFED SIZE 75 Soft cuf towards the distal end Kirk resiatant nations ರ i 
PR } pS KS ಸ 4 

| ant inflation tube 1 | 

| ENDOTRACHEAL TUBE CUFFED SIZE 88S ul towards the distal end ಸ k resistant inflatlon tube i 1 i 7 : 
“ENDOTRACHEAL TUBE CUFFED SIZE 9 Soft cuftovard the pe end Kink resistant imation tub we ರ 7 


TRACHEOSTOMY TUBE E೯೪) PLAIN STERILE, Single use all size Soft tNeaible fo tange at for easy mat" 


ABDOMINAL DRAIN KIT STERILE HAVING DRAINAGE CATHETER AND COLLECTION BAG 0 my Je: 24 4 ordute 


ABDOMINAL DRAIN KIT STERILE HAVING DRAINAGE CATHETER AND COLLECTION BAG enon ml Jie: 28 Graduat 


H | come Drainage Sheet 


1 Bone Wax, Sterilised 


HCG Pregnancy Card Test Kit: Test device, Dropper, clean cupiftubeinReading time 5-40 min, Anermetlcally sealed \nCE marking as per in 
vitro Diagnostic Directive vo) 98/79/EC for EU (Annex S8}, or be US FDA-approved a as per S100” 


Alcohol Swab (Spirit Svab) ” vs 1 


Inches, Conforms to IS 13422| isl marked / CE certified { FDA ಅಗರ 


6097 


6001 - srosable Sterile Surgical Rubber Gloves, Size 6 A: 


6002 i5po5al 5 sterile ¢ surgical rubber ೯51s size 7 inches Conforms toiS 13422151 marked { cE certified f FDA approved” 


6003 Disposal sterile © surgical rubber gloves size 7 12 inches ,Confonns to 1S 13422,151 marked { CE certified i FDA ಸ ತಧಿಢಗಂ೪ರೆ" 
| 


6004 ! Disposable 9 Sterile Surdcal Rubber Gloves Size 8 8 inches , Conforms to 1S 13422,ISI marked / CE certified { FDA approved 


6006 Rubber examination doves made of natural rubber latex. Non-sterile,Size: Small Conforms to IS 15354/CE Certified 


6007 ; Rubber examination gloves 7 made of natural rubber fatex. Non-sterile,Size: Medium Contormst toils 1S3S4ICEC Certified 


Suction Catheter. STERILE SIZE, FG 10, Length. 50cm an (mi ) 


6014 SUCTION CATHETER, STERILE: SIZE, FG 12, Length 50 cm min.) 
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6015 SUCTION CATHETER, STERILE. size, FG1 14! Length 5 50 cm {min.} 1 9; 
SUCTION CATHETER, STERILE size, F೯61 16, Lenath 50cm (min. ) ಸ 1 w 2 


607; SUCTION CATHETER, STERILE SIZE, FG 18, Lanai 50 cm (min) 


j 

3 

| 

f 608; SUCTION CATHETER, STERLE SIZE, FG 20, Length 50 cm mi) 1 . 

: ್ಥ | 6019 | soon oA CATHETER, STERILE SIZE, ೯822 Length 50cm (min) NSS WN 1 . 

93 | 2 ಥಿ “Sterile Catheter, Single Use, for Urnary Drainage (Foley s Balloon Caineten, 2 Way, Size 8 Fo.conto" p y 58.25 | 
914 ¢ sz “Sterile as Sng Use, for  Unnary ರrage Woley Balloon Cahier, 2 Way, Size 10 FG,con" i 1 : 53.25 : 
i 15 (: 6022 8 Sterile Catheter, Sng Use, for Urnary ರತ॥6e (Foley Balloon cuneten, 2Way, Slze 16 FG, | ವ 1 j 
Pe 6023: Storie. cae Single Uae for Urinary rain (Foley Balloon Cue, 2 Way, Size #9FG.cont ರ 


p “Sterle catheter, Single U Use, for ಬಗ Drainage otey Balloon uate, b Way, Size 20FG,confo” 


6025 “sterile catheter, Single U Use, for or nary oranag (oly Balloon ane. 2 Way Size 22೯6 on 


Sterile Catheter, single Use, for Urnary ರಗ (oy Balloon Cathstet):: ಘ್‌ Way2. 24FG conform p 1 


fe 
z 
pe 
Fe 
[1 
೫ 


1 sterile Disposable Perfusion s set with air vent For gravity I infusions and pressure infusions; ;Dropt formation; 20 drops = =1ml At 0.1 miSoft, 
920 {| 8030 ‘ clear PYC tubing, DEHP free placticizor with superior, well documented safety properties. For adult use; 150cm long smooth kink 1 
p k 


f 


Teststanl.” 
ಎ. 


K j Sterile Disposablo pertuslon Set (intuston set) with Built Airway and Needle (Adult Use). \nSterile Disposable Perfusion Set (nfuslon $6) / 
f . - with Built Airway and Needle {Adult Use}. nBurette type measured volume chamber of 150 ml Drop size of approx. 60 drops per ml; : ; ; 
|2| 6031 Injection port, latex free, for intermittent medication.inFloating auto shut off valve (latex free} in burette. Soft and kink resistant PVC ; 1 { 1.32 
f 


tubing. Roller controller for flow control Tube length 150 cm; 23G needle,inShould conform to IS No.12655 (part4 of 2003) As per Drugs 
; and Cosmetics Act 1940. i : 


‘Sterile Disposable Perfusion S Set antusion pe with h Airway a and Needie «Paediatric. Use). Burette : measured volume chamber of 100 


| 6032 ; "il Drop size of approx. 60 drops per ml Injection port, latex free, for intermittent medication. Floating auto shut off valve (latex free) in j } { a 

; buretle, Soft and Kink resistant PVC tubing. Roller controller for flow control Tube length 150 cm 23G needle Should conform to 15 ; fe 

§ ; No.12655 5( pಂಗ4ೆ 2003) ತ ಭೀ ರಿ೯ಟg5 ಇರೆ ೦೦8i ಸಃ 1940" 3 ; 

4 6033 © sulin ynnge (00 units/10o Unitsyv with (xed) 30 G needle conform to IS 12227/CE certified iv ಮ 

} 6005 Sterile Disposable (Single Use} Teflon! PTFE LV. Cannula with X Ray Opaque Line, wings and injection pon. Size 196, should be packin % ತ 
{ Tansparen, single blister pack. Should conform to iS 10555 Stondard. 4 £ H 

j ಇ terile Disposable (Single Use) Teflon! PTFE LY. Cannula with Xx - Ray Opaque Line, wings and injection port. Size 20G, should be pack in § | A 

j Tansparent single blister Pack. Should conform to 1S 10555 Standard | i 

j R ಮ 

J $037 sterile Disposable (Single Use) Teflon PTFE LY. Cannula with x- Ray Opaque Line, wings and injection pon. Size 2 22G, should be pack in ; j 


’ Transparent, single blister pack. Should conform to IS 10555 Standard 
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H sterile Disposable {Single Use) 7 Teflon! PTFE LV. Cannula with X - Ray Opaque Line, wings and injection port. Size 246, should be pack in 4 o 
; Transparent, single blister pack. Should conform to 15 10555 Standard i F 

; “NASAL OXYGEN CANNULA { SET} Tein p prong { ACCESSORY FOR COMPRESSED AIR BREATHING J} ADULTGeneral specification _ H 
; Suitable for easy application and efficent administration of oxygen.soft, light weight non-toxic matertal, non-irritating even in long term 
; useanatomlcally fitTwin prong! nasal tips are 519ರ to ensure equal volume of ೪ರ್ರಗ1ಂ both the alr " ತತ5ಸಡಲ" 


“Blood administration set { Blood transfusion set with filter 170 micron. The soft Kink resistance, translucent tubing is piped from . 


929 6042 medical grade PVC material, double drip clearly visible chamber facilitates visual access and rapid adjustment of fluid level. Speclally 


| 

| ; deslgn roller controller offer accurate regulation of infusion rate with self-sealing latex bulb to avoid any contamination and Easy flushing. % Ns 
{ } Length 150 cm.” { H i 
. 

930 | 6045 | RVLESTUBE/ NASOGASTRIC TUBE SIZE 10, 0.5೦, kink resistant PVC ling for atraumatic intubation ಸ 1 

p 4 


; RYLE™S TUBE IM NASOGASTRIC TUBE SIZE 1 12,Soft, kink resistant PVC (bina to for atraumatic intubation 


RYLE 5 TUBE; NASOGASTRIC TUBE SIZE 14, Son, k kink resistant PVC Cuning For atraumatic intubation 


: RYLE™S TuBE/ # NASOGASTRIC 7 TUBE SIZE 16, Soft, kink resistant PVC ns for atraumatic intubation 


RYLE“S TUBE? NASOGASTRIC TUBE SIZE1 18, Soft, kink resistant PVC bing for atraumatic intubation 
Knee ೦9 SmalTubutar anatomically sin made of soft, skin endlyloade of Neoprene Materia 


Knee e Cap MedluminTubular anatomically design made of soft, skin riendly\nitade of Neoprene Material 


Knee Cap Largeietabula anatomical design made of soft, skin friendlynMade of Neoprene Material" 


Hot water 889 SIZE 25.5cmx17.. Boni0acx74)as- 370:2042 


; Chromic (am Cir RB Needle somm, Length 76 ny) 


Chromic {1/2 Cir RB Needle 45 mm, Leng» 100 om 


Chromic (3/8 Cir Rouning Needle 26mm, Length 76 em 


§ ABSORBABLE SURGICAL SUTURE § SYNTHETIC + 12 Cir RB NIDDLE 30 mm n LENGTH 90 cm USP-20 


ABSORBABLE SURGICAL SUTURE ( SYNTHETIC >» 1/2 Cir TAPERCUT NIDDLE £1 HEAVY y 40 mm LENGTH 90 cm 


ABSORBABLE SURGICAL SUTURE ತ SYNTHETIC y: 1/2 Cir RB NIDDLE 20 mm LENGTH 70 cm UsP-40 


Hf ABSORBABLE SURGICAL SUTURE { SYNTHETIC pA (2 Clr RB NIDOLE 40 mm LENGTH 90 my 


ABSORBABLE SURGICAL SUTURE { SYNTHETIC } 142 Cir RB NIODLE 40 mm LENGTH 90 cm USP-1/0 


Polyamide (99) Conventionat Cutiing Needle tsmm Lengns 60cm - 1 


Polyamide (3/8} Cir Slim Blade Cutting Needle 15mm Length 7ocm 
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Poyamides cir RCutingl Needle 45mm Length oem) 


 Ppprapjencian C1 Cir RB 16mm Needle length 700m) 


| Poypropyeneli2 Cir RB Double needle t7mm m lengtl 90೭7) 


8046 | Poypropieneliz Tapert Double Needle 25 mm knot | Double Arm 


8049 Polypropyiene(a1z pe RB Double Needle 16mm inn 90cm 


8055 ; Poyproppenetvz Gir CC 19mm Needle.Sture. Length oenooubl A Am ; 


8057 ' POUPROPYLENE ¢ 112 Clr RB 25 mm needle SUTURE li 75cm DOUBLE A ARM, Fl 


8060 ' Popbuyate Grenialelv2c cir peru. 17 mm Double Needle Length 9 90 omy Ke 3 4 


8062 H | posurraTe/ SILICON coATED POLYSTER & BRAIDED G GREEN / BLUE { 12 ck arc 25 mm double needle Fl 1 ‘26.29 


; Face Mask, Disposable, Should be manufactured from non woven poly prop fabric Should be 3 ply construction Should have nigh 
; 8080, Bacterial filtration efficiency Should be heat sealed to keep 3 layers together Standard Size 17.59 om Colour Green | Blue There i 1 2; 
} % should he a String each at all four cor ners, s.length of string should be 40 cm ೫ H i 


8081 Urine ಗ oing 8 Vs i475 | 
8082 ‘UMBILICAL CATHETER iF FOR NEW BORN NAL $೯ Mth female flexible mount open up should be soft, r* 1 : 885 
g ಸ £ ps 4 | ರ 
8089  Abdorinal Belt Velcro after surgery ot after deivery to support abdominal gon Cream color - Large 3 36-40 inch [- 25cm R width) s : 240 


8090 


Avdominl Bett Velcro after ಸಟಗ ೮೯ ಗಲ Jelivery to ಇಬಭನಂಗೆ abdominai region C1 ream color - Small 28- 32 inch (250m width) vs 


| 8091: ; Abdominal Bolt Velcro afer ಅಟಗಣy ೯ ಗ delivery to support abdominal region Cream color Medtum 32-35 inch (2 25cm width) Vs 240 


iy 
ಕಿ 


8093 , Abdominal Belt Velcro after surgery or after delivery to Suppor a abdominal region Gream color XX- ge 44-48 inch {25 cm width) 


. Cervical Collar designed to meet the needs of ambulatory patients over and extended time. Technologically advanced Sorbatex padding ; k 
8099 { adds long term comfort by quickly absorbing moisture away from the skin. Anatomical shape, Well ventilated High density PU foam,Skin 1s 120 
matching shades,Hypo-allergenic covering Small. 3-3.5 inch i 


Cervical Collar designed to meet the needs of ambulatory patients over and extended time. Technologically advanced Sorbatex padding 
8100 ; adds longterm comfort by quickly absorbing moisture away from the skin. Anatomicat shape Well ventilated High density PU foam Skin ©} # 
matohing 3 shades,Hypo-allergenic covering Medium - 3.5- 4 inch \ 


; Cervical Collar designed to meet the needs of ambulatory patients o over and extended time. Technologically advanced Sorbatex ಗತರರng 
810% ‘ adds long term comfort by quickly absorbing rnoisture away from the skin. Anatomical shape Well ventilated High density PU foam, Skin 
matching shades Hypo-alergenic covering Large 44.5 inch 


Hf 
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8102 


8103 


3104 


8105 


8122 


8140 


Thumb and Wrist brace - Soft Neoprene thumb cover 8€5 Pre-shaped and removable metal stays for wrist and thumb €¢ Distal brace 


; Thumb and Wrist brace - Soft Neoprene thumb cover 4€¢ Pre-shaped and removable metal stays for wrist 
: edge situated under the palmar crease A€¢ Brace is contoured at the ulnar aspect of the hand 8€# Elastic material 8€¢ High coverage of 
dorsal aspect of the hand 8€¢ Reliable thumb support 8€¢ Convenient application Medium Wrist Circle-6.7.5, Length-7" 


; edge situated under the palmar crease 8€¢ Brace is contoured at the ulnar aspect of the hand 4€¢ Elastic material 4€¢ High coverage of 
; dorsal aspect of the hand 8€¢ Reliable thumb support 8¢¢ Convenient application Large Wrist Circle-7.5- 8.5, Length-8 

Thumb and Wrist brace - Soft Neoprene thumb cover 8 Pre-shaped and removable metal stays for wrist and thumb a€¢ Distal brace ‘ 
; edge situated under the palmar creasé 46 Brace 1s contoured at the uinar aspect of the hand 2€¢ Elastic material a€¢ High coverage of Vs 


; dorsal aspect of the hand 8€¢ Reliable thumb support 8€¢ Convenient application X-Large Wrist Circle-8.5 and above , Length-8" 


: Adult Diapers Medium pi 


; Adult Diaper Extra Large 


; customer support. 


Bureau of Pharma PSUs of india {BPPI), Government of India 


Cervical Collar designed to meet the needs of ambulatory patients over and extended time. Technologically advanced Sorbatex padding 
adds long term comfort by quickly absorbing mojsture away from the skin. Anatomical shape, Well ventilated,High density PU foamSkin i 7s 
matching shades,Hypo-allergenic covering X-Large - 4.5-5 inch ‘ 


‘edge situated under the palmar crease 4€¢ Brace is contoured at the ulnar aspect of the hand 4€¢ Elastic material A€¢ High coverage of 
dorsal aspect of the hand 8€¢ Reliable thumb support 4€¢ Convenient application Small Wrist Circle-6, Length-7" 


and thumb A€¢ Distal brace 


Thumb and Wrist brace - Soft Neoprene thumb cover a€¢ Pre-shaped and removable metal stays for wrist and thumb a€¢ Distal brace 
H i's 


Adult Diapers Large K 8's 


Baby Diapers Small, Material Polyethylene, LengthiWidth 405 mm, product 290 mm Wi. 18-29 gm. * 


BABY DIAPER{NEW BORN} 


Glucometer Test Strip (Compatible with Janaushadhi Glucometer Digital} i 25 Strips 


detection : AutomaticBattery > 3¥ Lithium Battery, (Replaceable) (CR2032}, should work for minimum 1000 test, Minimum memory : 50 
samples (Erasable)Replacement Warranty Period : 3 Years, Storage Temp. : 0-50A*COperating Temp : 2-50A°C, Relative Humidity : 10-95% 
(NonCondensing) Code Auto Coding/No CodingDisplay: 48mm (diagonally) LCD (AsSmmyStrip Ejector facility to avoid contamination with | 

; blood.IS0-15197:2013 (international Standard} CE Certificate NIE (National Institute of Biological} TestedNote: Control Solution for p 

; calibration of deviceCustomer Care Toll Free Number: Customer Care Toll Free Number must be provided by the Awardee bidder forthe 


Ki 


- Adhesive Surgical Paper Tape Size Sem5m Oy 

| Rdhesive Surgical Paper Tape Size 2SemxSm ' | ON 
Adhesive Surgical Paper Tape Size 125mm | Vs 
‘Oo. Biodegradable Sanitary Napkins Regular Size with wings \nLength: 240 1ommniNicdth: 6oto JomminThickness: 10s. 2mminBack Pack o1 4 

; Strlp- A back strip for sticking the insanitary napkin onto the underwear should be there using good adhesive material, \nRemaining £ Sanitary 


parameters confirming totn IS specification no. 5405 : 1980/CE Certified. Napkins 


99 


ke] 


525 


4243 


pe 

3112/2020 Bureau of Pharma PSUs of India (BPP), Government of India 
| . ; Pack of 6 ; 
| 985; 8143 Sanitary Napkin (Regular Size) § Sanitary 5 12 
| ! Napkins ; 
£ 4 ಹ ot ಸ ಜ್ಜ ಜ್ಜ 3 ೬ ¥ 
| Packot6 ; 
; Sanitary ' 92 


Napkins ‘ 


PMBJP Product 


3: Find Product details 


2: Rate Contract (RateContract.aspx} 


» Price Benefits (PriceBenefils.aspx} 


| + » ( § 
Copyright {copyright.aspx) Hyperlink Policy {hyperlink_policyaspx} Privacy Policy {privacypolicy.aspx) Disclaimer {disclaimeraspx) “Terms and Conditions (termsConditions.aspx} 
k . 5 i K 


‘eedback {feedback.aspx} ಭಾ « * 


Copyright 2019, Buiead,of Pharma PSUs of india (BPPH. All Rights Reserved... 


4 
his site js best siewed in 3986 a 769 rdgolution wit ltist version af Chrome, Fielox. Safar and Micvocolt Edge. 
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ಸ. 
ಆರೋಗ್ಯ ಮತ್ತುಕು i ಠಿ. ಬೆಂಗಳೂ 


ಖಿ ಮಾ 
ಸೌಧ ಯಾಃ 


